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PREFACE 


The history of accelerator development has not yet been 
written. Almost the entire literature on the subject is published 
in research journals or in laboratory reports. Except for rela¬ 
tively brief survey articles, there are no publications in which 
a scientist, an engineer or a student can find a description of the 
physical principles of particle acceleration, or of the successful 
designs and techniques of the several types of accelerators. 
The need for such a compilation and study is clear. Many a 
student wants to know more about the field to guide his further 
studies. Nuclear physicists must understand accelerators to 
evaluate experimental evidence. Scientists or engineers in border¬ 
line areas are curious about the machines which are the sources 
of nuclear data, and occasionally the director of an expanding 
laboratory must acquire an appreciation of the relative merits 
of the several machines as a basis for future plans. 

This monograph is an attempt to present one part of the 
story of accelerators—that associated with the newest, largest, 
and highest-energy machines, which have become so important 
in the rapidly developing field of nuclear forces and high-energy 
particles. The early development of the field, covering the direct 
voltage machines of the 1930^s, electrostatic generators, cyclo¬ 
trons, and the like, cannot be included in this brief volume. 
This may leave a big, although unavoidable, gap for some 
readers. However, the story of the high-energy accelerators is 
almost a complete story in itself. 

The emphasis is on the physical principles of operation, 
the properties of particle orbits, and the design principles of the 
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basic components. No attempt has been made at a complete 
coverage of all installations, but certain ones are chosen as 
typical and are described in some detail to demonstrate a par¬ 
ticularly effective and coordinated set of components. It has 
also been the urge of the writer to show the similarities in pi in- 
ciple of the several machines, especially in the way they depend 
on the basic equations of motion of particles in electric and 
magnetic fields. To emphasize the similarities, the mathematical 
analysis of particle motion, as applied to most of the acceleia- 
tors, is presented in a separate chapter where the common 
features of acceleration, focusing, and stability are derived from 
the equations of motion. 

Accelerators are undergoing continuous development, espe¬ 
cially those designed for the highest energies. The most exciting 
recent developments are not yet finalized into a working ma¬ 
chine. As a result the last chapter is openly speculative, and it 
is to be expected that some of the concepts and designs presented 
will be changed as these new machines evolve. However, such 
a preview into the early stages of development of a new type of 
accelerator is the best possible illustration of the accelerator art. 
It shows, more clearly than a factual description of a working 
machine, how new concepts develop, how new problems arise 
and how the application of ingenuity and technology can solve 
the problems, to achieve a new voltage record and a new tool 
for nuclear research. 

M. Stanley Livingston 

Cambridge, Massachusetts 
May 18, 1954 
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CHAPTER 1 


High-Energy Accelerators 
as Tools for Nuclear Research 


1.1 Introduction 

Particle accelerators are among the most useful tools in 
nuclear science. The high-speed particles which they produce 
can penetrate the force fields of nuclei, where they supply the 
energy necessary to disintegrate the nucleus, or serve as probes 
to study the properties of nuclear forces. Atomic nuclei are com¬ 
posed of protons and neutrons bound together by short-range 
forces, with an approximately constant nuclear density. The 
nuclear radius can be expressed as r = where A is the 

number of nucleons. The radius of a single nucleon, ro ^ 1.4 
X 10"^^ cm, can be taken as a measure of the range of nuclear 
forces. 

When positively charged particles are used to bombard a 
nucleus, they are repelled by the Coulomb force. The potential 
energy of a singly charged particle at the radius r (the potential 
barrier) associated with nuclei of 1 < A < 200 is between 1 and 
10 Mev. Particles must have kinetic energies of this magnitude 
to approach to the ^‘surface” of a nucleus, where they have a 
high probability of initiating a nuclear reaction. At lower 
energies the nuclear processes observed are understood in terms 
of the wave-mechanical probability of penetration of the barrier. 

Energies of several million electron volts have been avail¬ 
able for many years from the early accelerators such as voltage 
multipliers, the electrostatic generator, and the cyclotron. Ex¬ 
periments at such energies have served to explore the gross 
structure of the nucleus, to measure disintegration thresholds 
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and. low-lying oxcitation lovds in nucloi. PliG conditions of 
stability in nuclei have been investigated, and many measure¬ 
ments have been made on the properties of the unstable, radio¬ 
active nuclides. Angular distributions of the pi odncts in 
disintegration and scattering processes show the noncentral 
character of nuclear forces. At somewhat higher energies 
(greater than 10 Mev) disintegration processes become more 
complex; the multi-particle character of most nuclei is revealed 
in the many competing reactions, often resulting in multi¬ 
particle emission. 

At much higher energies the characteristics of the phe¬ 
nomena change, and we enter the field of the properties of 
fundamental particles. Processes resolve themselves into inter¬ 
actions between elementary nucleons and give direct evidence 
of the properties of the nuclear force at extremely short range. 
This change in character of the interactions is expressed in 
wave-mechanical terminology by the wavelength of the bom¬ 
barding particle becoming short relative to nuclear dimensions. 
In the billion-volt region particle wavelength is small even 
compared to the dimensions of a single nucleon. The wave¬ 
length associated with a proton of one billion electron volts 
(1 Bev = 1000 Mev), for example, is given by: X = 1 X 10""^^ 
cm. A proton of this energy (or higher) is visualized as having 
a reaction with one (or at the most a few) of the individual 
nucleons in traversing a nucleus. The multi-particle character 
of heavy nuclei is significant primarily in that it represents a 
greater density of nuclear matter and so increases the probability 
of interaction. 

The fundamental nuclear force, between pairs of nucleons, 
is now believed to involve the production and absorption of 
mesons. Theoretical interpretation is by no means complete, but 
many experiments show that mesons are produced when targets 
are bombarded by sufficiently high-energy particles or radiations. 
Mesons were discovered in cosmic ray observations, and a large 
fraction of present evidence on the properties of mesons has 
been obtained by using the high, but uncontrollable, energies of 
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cosmic rays. Furthermore, the most significant recent evidence 
lor still heavier unstable particles has come from exposure of 
photographic emulsions to the primary cosmic rays at high 
altitudes, attained in balloon flights, and from cloud chamber 
photographs taken in mountain laboratories. 

1.2 Unstable Particles and Threshold Energies 

Many of the elementary particles, and perhaps all, can be 
created through materialization of energy. Electron-pair pro¬ 
duction by gamma rays is now a relatively well-understood 
phenomenon: 7 —> + e7~. This process occurs in the presence 
of the electric field of a nucleus or electron, and the minimum 
gamma-ray energy required is equal to the sum of the rest 
energies of the electron and positron (1.02 Mev). Above this 
threshold the cross section for absorption of gamma radiation 
through pair production rises rapidly until it is the dominating 
process at very high energies. 

The inverse process, of annihilation of a positron with a 
negative electron, results in the release of two quanta of gamma 
radiation, each of 0.51 Mev energy, following the reaction: 
e 4- c —^ y Or, occasionally, in special circumstances 

three quanta are produced or a single gamma ray of 1.02 Mev 
results. Annihilation occurs most efficiently after the positrons 
have been slowed down to thermal energies by scattering and 
ionization in the surrounding medium. 

These processes of electron-pair production and annihila¬ 
tion give us basic information about the interaction between 
light elementary particles and the electromagnetic field. 
Equally important insight into the properties of the heavy 
elementary particles is anticipated from studies of the creation 
and absorption of mesons. 

A brief survey of the known unstable particles is appropri¬ 
ate, to show the threshold energies required for their production 
and the significance of accelerators as tools to study the proper¬ 
ties of such particles. Space does not permit a complete survey of 
the high-energy particle field, nor is the author sufficiently versed 
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in this field to present and interpret the rapidly accumulating 
new evidence. The discussion to follow is restricted to those 
particles which are most well established; readers should go 
elsewhere^ for a more complete and documented analysis of 
high-energy physics.* 

fx-Mesons. The original mesons discovered in cosmic ray 
experiments are now known as ju-mesons. Both positively and 
negatively charged iu-mesons are observed in cloud chambers, on 
which a magnetic field is superimposed, by the different direc¬ 
tions of curvature of the tracks. Whenever the /x'^-meson is 
seen to stop in the cloud chamber a single electron of the same 
sign of charge is observed as a product. The electron tracks 
usually make sharp angles with the meson tracks and show a 
continuous energy distribution extending up to about 50 Mev, 
indicating a 3-particle process in "which two nonionizing radia¬ 
tions are also emitted. These neutral particles are presumed to 
be neutrinos: 




+ 



—I*— 2 1 / 


iLt“ e~ + (1-1) 

Electronic experiments show that the half-life for decay into 
electrons is about 2.1 X 10~® sec. The relatively long life and 
the fact that most /u-niesons survive to be slowed dowm. before 
decaying show that they do not react strongly wnth nuclei. 
This small nuclear interaction cross section is incompatible with 
the large cross section for production of mesons in nuclear inter¬ 
actions and led to the prediction and discovery of another type 
of meson, the w-meson, which is responsible for the large pro¬ 
duction cross section. 

Observation of the characteristic 2.1 X 10“® sec decay 
period with electronic time-delay apparatus can be used to 
identify the /x-mesons. The delayed 0.51-Mev positron an¬ 
nihilation radiation is also useful in identifying the positive 

* Superior numbers refer to the Bibliography at the end of the 


book. 
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/x-meson. The mass of the /x-meson is (209.6 dz 2.4) , where 

me is the mass of an electron at rest.^ 

Tr~Mesons. The mesons produced and absorbed in nuclear 
interactions are called 7r-mesons. In the absence of other 
processes they decay into yx-mesons with a characteristic mean 
life of 2.65 X 10“^ sec. following the reactions: 

TT - > fl V 


TT — > fJL V (1-2) 

Observation of this decay period is evidence for the presence of 
TT-mesons. Neutral 7r-mesons at rest disintegrate into two 
gamma rays of 68 Mev each: 

> Y _J_ y ( 1 “ 3 ) 

with a very short mean life estimated as sec. The resulting 
T-rays can be detected through their electron-pair production. 

TT-mesons are produced by accelerators through a wide 
variety of reactions, resulting in both charged and neutral 
mesons. The simplest, conceptually, is photo-production, in 
which the bombarding radiation is a photon which acts directly 
on a single nucleon. Evidence has been obtained for the follow¬ 
ing reactions: 


y _|_ p —> n tt"*" 

T P + TT® 

y +• n —> p + 

7 -f- n —> + TT® (1-4) 

Nucleon-nucleon reactions are in even greater variety, of the 
types: 

p -f- p —^ p -}” “f" 

p-f-p—^p-hp + x° 
p + n-—>p-J-p + 7r~ 
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p + n-^n+n-f-x”^ 

p-^n—^p-{-n-\-Tr^ 

71 -{- n —> 71 p x~ 

n + n->n4-n-l-x0 (1-5) 

plus others in which more than one 7r-meson is produced, it 
sufficient energy is available. The primary use of a(?celerat<>i'S 
in the 200- to 500-Mev range has been for the production of 
TT-mesons, and a large share of the research using such accel¬ 
erators has been on the properties of x-mesons and in measu rc^- 
ments of interaction cross sections of the secondary reacdioiiH 
where mesons act as the bombarding agents. 

In any reaction in which a new particle is produced, eiierg;y 
equivalent to the rest energy of the particle must be sux^iolioci* 
Present experimental evidence indicates rest energies for 
charged and neutral 7r-mesons of^: 

= (276.1 db 2.3)me = 141 Mev 
TTi-jr— = (276.1 ± 1.3)me == 141 Mev 
Tn^Q = (264.6 ± 3.2)me = 135 Mev 

Threshold energy for meson production is given by llie 
condition that the product particles have zero relative kiiielict 
energy. This means that the products move off together wit h 
the center-of-mass velocity. Momentum must also be con¬ 
served in the collision. In the gamma-ray reactions (Eqs. 1-4) 
the incident momentum is small, so the threshold gamma I’a.y 
energy is only slightly larger than the rest energy, or al>oiit 15 1 
Mev. In heavy particle collisions the incident particle rniint 
also supply the kinetic energy of the moving center-of-miiss; 
Threshold energy is given by^: 

E, = (l + (1_G) 

where m^r is the x-meson mass and M is the mass of the nucleon , 
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When it is evaluated for the proton-nucleon reactions (Eqs. 
1-5), this threshold energy is 293 Mev for production of 7r^-mes- 
ons or 280 Mev for 7r°-mesons. 

Bombarding particle energy must be well above the thresh¬ 
old to produce a reasonable intensity of mesons. The excitation 
function for the process shows a rapid increase in cross section 
with energy above the threshold. Furthermore, the bombard¬ 
ing particles lose energy by ionization in the material of the 
target, so the effective target thickness depends on the excess 
energy above the threshold, and the total yield of mesons is an 
even steeper function of energy. To illustrate this point the 
total meson flux for equivalent beam currents at the University 
of Chicago synchrocyclotron (450-Mev protons) is about 50 
times that at the University of Rochester machine (240-Mev 
protons). Experiments become simpler, and precision improves 
with higher meson intensities. Furthermore, the residual 
kinetic energy of the meson formed also depends on the energy 
excess above threshold, and it is clear that a wide range in meson 
energy is desirable for a thorough understanding of meson 
properties. In planning accelerators it is well to recognize this 
requirement for particle energies well above threshold limits of 
the reactions to be studied. 

When either the target nuclei or the bombarding particles 
consist of more than single nucleons, the threshold energy is 
lower than that computed from Eq. 1-6. This can be under¬ 
stood in terms of the internal Fermi energy Tf of a nucleus con¬ 
sisting of several particles and the average potential energy of a 
nucleon in such a nucleus, V. Threshold energy for meson 
production is given approximately by^: To = -1- Tf ■+■ V. 

For nuclei heavier than helium, 7r-mesons can be produced by 
incident nucleons having energies as low as 180 Mev. Studies 
of reaction thresholds in such complex nuclei reveal more about 
the nucleon-nucleon forces within the nucleus than about the 
TT-meson process. Most large accelerators are now arranged to 
accelerate protons in order to simplify the interpretations, and 
in so far as is practical hydrogen targets are being developed to 
reduce complexity in studying target interactions. 
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Heavy Mesons. In Mgh-energy cosmic ray processes, 
several other particles have been observed by using the tech> 
nique of exposing photographic emulsions to the primary cosmic 
rays at high altitudes. At the start these were classified ac¬ 
cording to their different mechanisms of interaction with nuclei 
and were called by the names Y, K, k, r, etc. They each seemed 
to be distinctly heavier than the 7r-meson and would require 
higher bombarding energies to produce. Some are observed 
only in processes involving extremely high-energy primary 
particles, inferred from the number of prongs and the angle of 
the forward ‘‘jet” in the “stars” in which they are formed. 
Present estimates suggest and preliminary experimental results 
show that a primary energy of several Bev will be required to 
form some of these “strange” particles in sufficient intensity to 
be observable in the presence of the more common -r-mesons. 

The neutral “V-particle” has for its defining property an 
inverted V-track in the emulsion or cloud chamber, of wffiich one 
prong has the dense ionization and small scattering associated 
with the proton, and the other has the characteristics of a 
TT-meson. The nonionizing, neutral particle which decays into 
such products must have a rest energy significantly greater than 
that of a neutron. More detailed evidence from cloud chamber 
tracks has confirmed the identification of the proton and nega¬ 
tive TT-meson products in several instances. 

However, in some early cosmic ray observations an analy¬ 
sis of the prongs of a V-traek show^ed them both to be of less 
than nucleonic mass; so sub-classes were recognized, described 
as Ti, V 2 , V 4 , etc. Purthermore, some charged particle 
tracks making a sharp change in direction and track density 
were interpreted as leading to one charged and one neutral 
prong; the primary radiation in this case was called a “charged 
F-particle.” The original type then became known as a Ti°- 
particle. 

In the revised terminology proposed at the Bagnbres 
Conference in July, 1953, the heavier-than-nucleon particles 
(hyperons) are called A-particles, the intermediate mass particles 
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are called E^-mesons and the light mesons ju and tt retain their 
former designations. 

Accelerators can also be used to produce and study the 
heavy unstable particles. A single example will be cited in 
illustration. Recent photographic evidence obtained using a 
hydrogen-filled cloud chamber in the 7r-meson beam of the 
Brookhaven cosmotron (see Chap. 6) suggests that two kinds of 
neutral F-particles can be created in pairs. The few photo¬ 
graphs obtained and analyzed to date indicate the strong 
possibility of a process of the following type: 

+ p A® + 

^0 —^ ^ p _|_ ^27 dr 11) iVIev 

00 -> tt” + tt"^ 4- (258 dr 35) Mev (1-7) 

Figure 1-1 is a sketch made from a photograph obtained 
by Fowler, Shutt, Thorndike, and Whittemore^ in late 1953. 
The termination of the original 7r-meson track (1.5 Bev) indi¬ 
cates the point where the primary reaction occurred. Of the 
two V-tracks resulting, one consists of a proton and a negative 
meson, the other of two mesons, described by the secondary 
equations (1-7). Measurements of the angles and of the 
momenta of the tracks obtained from their radii of curvature in 
the magnetic field give the Q-values indicated, and lead to mass 
estimates of the two neutral particles of: ?n(A®) == (1100 db 12) 
Mev and m(0®) = (538 d= 40) Mev. Thus the A® is heavier 
than nucleonic mass, and the 0® is in the intermediate range 
between 7r-mesons and nucleons. An estimate of the energy 
threshold of the incident protons required to produce this re¬ 
action is about 1.0 Bev. Considerably higher energy is needed 
to obtain adequate intensity and to study the process in detail. 

Graphical Summary. Our present understanding of the 
relations between some of the better known nuclear particles 
and I'adiations is summarized in Fig, 1-2, in which the particles 
are displayed on a mass or rest-energy diagram in Bev units. 
Each particle is indicated by a horizontal line and an identify- 
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Fig. 1-1. Sketch, from photograph of double E-event in a hy¬ 
drogen filled pressure cloud chamber irradiated by 1.5-Bev mesons from 
the Brookhaven cosmotron. Two neutral particles are produced, one 
decaying into a and a 7r~-meson, and the other into two 7 r-mesons. 
(Courtesy of Fowler, Shutt, Thorndike, and Whittemore, Brookhaven 
National Laboratory, September, 1953.) 

ing symbol, with superscripts indicating the charge. Only two 
of the states indicated have an infinite life, those for the proton 
and the electron 6~. All others are unstable in the free state. 
Known decay half-lives are listed; a few well identified decay 
processes are illustrated by arrows leading to the product 
particles. Where a nonionizing zero-mass radiation accom¬ 
panies the decay, it is indicated by the symbol y ox v beside the 
arrows; the energy released (the Q-value) is also given in 
brackets. Other particles observed in cosmic rays (r, K, /c) 
are not located specifically. The r-meson mass is very close 
to that of the 0° particle, and for the others the mass values are 
believed to be in the same region. It is possible that some of 
these “strange” particles are related to the 0®-particle. Similarly 
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r=Bev= 



Y-particles 
(hyperons) 


K-mesons 


L - mesons 


Fig. 1-2. Mass-energy diagram of some of the better known 
particles. Each particle is represented by a line at the appropriate 
value of rest energy in Bev units and identified by symbols and the 
decay half-life. Arrows show the decay processes and products. The 
Brookhaven double F-event reaction is also indicated. 


the charged A-partic?les are included in brackets opposite the 
A®-particle, although their exact mass values and even their 
existence are still uncertain. 

Figure 1-2 serves the useful purpose of identifying the 
new particle terminology on a mass scale and shows the three 
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classes of unstable particles: the L-mesons (light), the 7C-mesons 
(intermediate) and the F-particles or hyperons. One produc¬ 
tion reaction is illustrated in the figure, the one observed at 
Brookhaven and given in Eq. 1-7. This particular process is of 
special interest in the present context, showing hoAv such high- 
energy accelerators can provide the means of studying essen¬ 
tially all the known nuclear particles and radiations. 

If a single particle of nucleonic mass is to be created di¬ 
rectly through materiahzation of energy, the threshold energy 
of the incident proton obtained from Eq. 1-6 is 2.34 Bev. If 
nucleons can be produced only in pairs, in analogy to electron- 
pair production, the threshold kinetic energy in a nucleon- 
nucleon reaction would be 5.6 Bev. If heavy particles are to 
be formed in an excitation state of higher rest energy than a 
stable nucleon, believed to be true for the A=*^ particles, the 
threshold energies would be correspondingly higher. In any 
case the energy required to produce the phenomenon with suf¬ 
ficient intensity to be observable would be well above the thresh¬ 
old energy for the protons. 

Proof of the production of a ‘'negative proton,’’ either by 
nucleon-pair production or from some other process, would be of 
considerable theoretical significance. Reasoning from the charge 
S37mmetry exhibited by other elementary particles would suggest 
a place in nature for such a negatively charged nucleon. In 
reactions involving the annihilation of a negative proton with a 
positive proton the total energy release in the center-of-mass 
system of corrdinates would be 1,876 IVIev. A variety of com¬ 
peting reactions can be anticipated, yielding mesons in various 
numbers and types.^ The search for new particles is one of 

the more stimulating features of research in high-energy particle 
physics. 

For all the processes described above high energies are 
desirable, and for some of them the energies required may be 
greater than those available from any existing accelerator. 
High beam intensities are equally important to obtain statisti¬ 
cally significant results. The high intensities available from 
accelerators make them more suitable than naturally occurring 
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cosmic rays for some research problems. Beam density, in 
particles per square cm per second, is 10® to 10® times higher 
than the cosmic ray flux, even at the top of the atmosphere. 
This is not to say that accelerators are likely to take over the 
entire cosmic ray field. The top end of the cosmic ray energy 
spectrum (> 10^^ electron volts) exceeds by many orders of mag¬ 
nitude the most optimistic energy estimates by accelerator 
designers and, of course, studies of the origin and properties of 
the cosmic rays offer a continuing challenge for the cosmic ray 
physicist. 

1.3 Mesoxi-Prodiicmg Accelerators 

The several accelerators already in service in the 200- to 
500-Mev energy range have added greatly to our knowledge of 
elementary particle processes. Protons from synchrocyclotrons 
produce large intensities of positive and negative 7r-mesons, 
and the production of neutral 7r-mesons with the University of 
California 184-in. machine resulted in the first precise measure¬ 
ment of the properties of this new particle. Electron synchro¬ 
trons and linear accelerators produce mesons through photo- 
nuclear processes (Eqs. 1-4) and offer a hope for the future of 
very high-intensity meson beams. 

Meson production efficiency (excitation functions) and 
meson properties such as mass and mean lifetime have been 
quite accurately determined. Cross sections for interaction of 
positive and negative mesons with protons and other nuclei 
have been obtained for meson energies up to 200 Mev. Angular 
distributions observed in the scattering of mesons by nucleons 
can be interpreted to show the range and other properties of the 
meson-nucleon force. Scores of other experiments have con¬ 
firmed and extended the precision of cosmic ray observations. 

The Brookhaven cosmotron, a proton synchrotron capable 
of producing 3 Bev protons, has been in operation since 1952 at 

2.3 Bev, and has recently reached its designed maximum energy. 
At Berkeley the Bevatron is approaching completion; it is cap¬ 
able of reaching still higher energies, of up to 6 Bev. 

Experimental research with the cosmotron is underway on 
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many fronts. Cloud chamber photographs in high-pressure hy¬ 
drogen gas have shown evidence for A®-particles, multiple meson 
production, many-pronged stars and other phenomena. Elec¬ 
tronic scintillation crystal counters in coincidence circuits have 
been used to observe charged mesons and to study the inter¬ 
action cross sections of mesons with nuclei up to 1.5 Bev. Nu¬ 
clear emulsions show a variety of phenomena, including mul¬ 
tiple-pronged stars, meson production, and some evidence for 
some of the rare heavy mesons. 

1.4 Multi-Bev Accelerators 

The role of high-energy accelerators is the study of ele¬ 
mentary particle processes and of the short range properties of 
the force between such particles. The nuclear force, which 
binds nuclei together and leads to the concentration of energy 
released in fission and in thermonuclear processes, is only very 
imperfectly understood. Information coming from the disin¬ 
tegration of nuclei and scattering of particles at lower energies 
has been necessary and valuable, but itself appears to be incon¬ 
clusive. There is a growing conviction among theoretical 
physicists that a complete description of nuclear forces will 
involve meson fields in the nucleus. To study meson properties 
high-energy accelerators are essential, and scientists are attack¬ 
ing this problem with a considerable number of 200- to 500-Mev 
accelerators. It is also probable that the “strange’’ unstable 
particles must be studied intensively in order to understand 
meson properties. Energies required for further progress in the 
unstable particle field are in the range above 1 Bev, where few 
of the present machines can go. 

The real hope for exploring the multi-billion-volt range 
seems to lie in utilizing the principle of “alternating gradient 
focusing” or “strong-focusing,” in the proton synchrotron, 
which makes accelerators of 10 or more Bev economically prac¬ 
tical. This development, initiated at the Brookhaven National 
Laboratory in the summer of 1952, offers a practical method of 
reducing cost at this high-energy range. 
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CHAPTER 2 

Principles of Acceleration to High Energies 


Charged particles are accelerated only by electric fields, 
and in the direction of the field (for positively charged particles). 
Magnetic fields exert forces at right angles to the direction of 
particle motion and cannot change the energy, except through 
time variations. Both electric and magnetic fields are quan¬ 
tities that vary in direction and magnitude as a function of 
position or of time. Electric fields are established by arrays of 
electrodes on which suitable potentials are impressed. Mag¬ 
netic fields, in accelerators, are usually developed between the 
pole faces of an iron magnetic circuit which is powered by 
current-carr 3 dng coils. One purpose of the magnetic field is 
to produce circular orbits of the otherwise extremely long par¬ 
ticle paths, so as to confine particle motions vdthin a circular, 
evacuated chamber which contains the accelerating electrodes. 
Another function is to provide restoring forces that restrict 
particle motions to a region close to the desired circular orbit. 

The general motion of a charged particle acted upon both 
by electric and magnetic fields, which may vary in direction, in 
magnitude or in time, can be extremely complicated. The 
particle obeys the laws of electrodynamics, in accordance with 
the equations of motion. In principle, if the fields are known at 
every point in the path, the complete trajectory of the particle 
from source to target can be computed. However, exact point- 
by-point calculations of particle motion would be an impossibly 
tedious task. It is necessary to simplify the application of the 
equations of motion. 

In all practical accelerators sunplification of the motion 
results from synometry of the fields. Whenever electric and 
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magnetic fields are used together, their major components are 
crossed at right angles to one another. The resulting magnetic 
force is in the same plane as the electric accelerating force, and 
particle orbits are confined to this plane. Field components in 
other directions are smaller in magnitude and arranged to be 
symmetrical about the orbit plane so as to provide restoring 
forces for particles which deviate from this plane. Such sym¬ 
metry results in a considerable simplification in solving the 
equations of motion. The orbital motion of particles in the 
central plane can be considered separately, and the additional 
motions due to the minor components of the fields can be 
treated as small perturbations. 

Another simplification results from the repetitive nature 
of acceleration in high-energy accelerators. In the circular 
magnetic accelerators the particles make many I'evolutions over 
almost identical orbits. The relatively slow variations in 
energy or orbit radius can be treated as smoothly varying, 
adiabatic changes, by allowing certain parameters in the equa¬ 
tions of motion to vary slowly. Such variations can then be 
superimposed on the equations of orbital motion without 
serious error. 

2.1 Relativistic Equations of Motion 

Most of the modern high-energy accelerators, such as the 
cyclotron, the synchrocyclotron, the betatron, the electron 
synchrotron, and the proton (or frequency-modulated) syn¬ 
chrotron, use magnetic fields to produce motion in circular 
orbits. The equations of motion are fundamentally the same. 
Cylindrical coordinates give the simplest formulation of the 
equations of motion in an axially symmetric magnetic field 
where the accelerating electric fields are applied tangexitially 
and act as torques about the axis of symmetry. We will use r 
for orbit radius, B for angular position, and 2: for displacement 
from a median plane, as illustrated in Fig. 2-1. 

Radial motion can be described in terms of the central 
force on the moving particle provided by the axial magnetic 
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Pig. 2-1. Cylindrical coordinates of motion, r, 0, s. 

A particle orbit (solid line) is shown relative to the median 
plane (dotted line) in a uniform magnetic field. 


field: Ft — mv^/r — evB^ , where m, e, and v are the mass, 
charge, and velocity of a particle moving in a circular orbit r 
in a field having an axial component . We need to study 
the change in the radial motion due to variations in v, B, etc., 
the deviations from an ideal circular orbit, in which case the 
equation of motion can be written: 


m 


dt^ 


m — — evB^ 
r 


We use 6 = oi — v/r for angular velocity, mr = mdr/dt for 
radial momentum and treat the mass m as a variable to allow 
for relativistic changes. The time rate of change of radial 
momentum becomes: 


~ (mr) = mrd^ — erOBz (2-1) 

dt 

Angular motion is described in terms of the time rate of 
change of angular momentum (d/dt)(mr^) and the torques 
acting to change this momentum. The torque due to the 
applied electric field can be expressed as dw/d6, the work dw 
done on the particle in an angular displacement dd. The 
decelerating torque dL/dO is the energy lost by radiation due to 
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the radial acceleration of the charged particle in its circular 
orbit. A third torque is due to the induced electromotive force 
caused by any time variation of the magnetic flux threading the 
orbit, and the energy involved is e ((M?/dt) per turn or (e/27r) 
{d^/dt) per radian, where $ is the flux through the orbit. The 
general equation for angular motion is given by: 


dt 


— 



dw 

dd 


dL 

de 


( 2 - 2 ) 


Axial momentum is affected only by axial forces due to a 
radial component of magnetic field Br , and is described as: 


“ (mz) = er$Br 
dt 


(2-3) 


In the three equations of motion above (Eqs. 2-1, 2-2, 2-3) 
rationalized mks units are used. The algebraic signs apply for 
electrons; they can be adapted to positively charged particles 
by changing the sign of the charge e. All the intentionally 
applied variations in the experimental parameters are included 
for all the circular accelerators. No terms have been in¬ 
cluded, however, to represent physical imperfections in the 
experimental apparatus. It is assumed, for example, that the 
magnetic field is symmetrical with angle, so no term is in¬ 
cluded associated with an azimuthal component of field, B 0 . 
It is also assumed that the field is symmetrical about the 
median plane (z = 0). Furthermore, the equations will not 
show the limitations to particle orbits due to the physical walls 
of the vacuum chamber or to the finite extent of the magnetic 
field. 

Completely general sohitions to these equations of motion 
would be unnecessarily complicated and of questionable value. 
We shall analyze the equations first with regard to the separable 
components of motion and shall derive the simple relations ap¬ 
plicable to individual machines. 

Consider first the orbital motion described by Eq. 2-1. 
The simplest case, that for an orbit of constant radius, comes 
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by letting r = 0, and we have: 

me — moo — eBs (2-4) 

This is the fundamental relation for motion in a circular orbit, 
more commonly expressed in terms of the velocity in the form: 

mv = eB^r " (2-5) 

Another form of this equation involving the frequency of i‘evo- 
lution of the particles in the orbit, / = co/ 27 r, is the (jyclotron 
resonance relation; 


2Tm 


(2-6) 


The frequency of revolution will be a constant in a uniform and 
steady magnetic field if the mass of the particle remains con¬ 
stant; this is true only for nonrelativistic velocities. 

For high energies we must use the relativistic expression 
for momentum: 

ma; - ~ ^ [T(T + 2Eo)f^ 

0 c 

Here E — me is the total energy, Eo = moc is the particle 
rest energy, and T is the kinetic energy, following the definition, 
E Eo-h T, 

Using this relation we can express Eq. 2-5 in terms of the 
orbit radius: 


r == ‘ .. 

ceB, 

When Eq and T are expressed in Mev units and Bz is in webers 
per square meter (units of 10,000 gauss) this becomes: 




inr + 2Eo)Y'^ 

SQOBz 


meters 


(2-7a) 
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Values of rest energy, Eq == moc^, in Mev units, are given 
below for the particles used in accelerators: 


Particle Rest Energy Eq , Mev 


Electron 

0. 

Proton 

938. 

Heuteron 

1877. 

Hydrogen molecular ion 

1876. 

Doubly ionized helium 

3733. 


By rearrangement of Eq. 2-7 the kinetic energy is given by: 

r" + 2TEo - cVB,V (2-8) 

In the relativistic limit where the kinetic energy T is very 
large relative to rest energy Eq , this reduces to: 

T ^ ceBzT (2-8a) 

This shows the proportionality between kinetic energy and 
momentum, Bgr, at very high energies. 

In Table 2-1 a few typical values of orbit radius computed 
from Eq. 2-7 are listed to show the dimensional requirements 
of accelerators. (In using Eq. 2-7 for alpha particles the charge 
e must be doubled.) Note the approach to a linear relationship 
for electrons at quite low energies. Note also the converging 
dimensions for electron and heavy-ion orbits at high energies. 
The relativistic expression for orbital frequency comes 


Table 2-1. Orbit radius (meters) in. a magnetic field of 1 weber/m®. 


T, Mev 

Electrons 

Protons 

Deuterons 

He++ ions 

1 

0.00473 

0.144 

0.204 

0.144 

10 

0.0349 

0.457 

0.646 

0.454 

100 

0.334 

1.48 

2.06 

1.45 

1000 

3.33 

5.64 

7.25 

4.85 

lOOOO 

33.3 

36.3 

39.0 

22.0 
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from Eq. 2-6 by inserting the energy equivalent of the mass: 
_ eBz _ ^Bz / 1 \ 

^ (Eo-h T) 2irmo \1 + T/Eo/ 




(2-9) 


Here fo is the nonrelativistic cyclotron frequency, which can 
be considered a constant of the motion. Equation 2-9 shows 
the change in applied frequency necessary to maintain reso¬ 
nance in the uniform field of a synchrocyclotron with increasing 
particle energy. 

Orbital frequency can also be expressed in terms of orbit 
radius by using the relativistic relation for velocity: 

/ = jL = i^ = ^ri- ( Y T'" (2-10) 

^ 2^r 2xr 2Tr L \Eo H- T/ J 

The numerical constant is readily evaluated. As long as T 
and Eo are expressed in the same units, and r is in meters, we 
have: 

^ - (e^)T <“«•> 

As an example, consider a high-energy electron in an orbit of 
1 m radius in a synchrotron (the magnetic field must have the 
proper value). For energies above a few Mev the second term 
involving the energies becomes negligible, and the frequency 
approaches a constant value of 47.8 Mc/sec. 


Table 2-2. Orbital frequency (Mc/sec) at 1 weber/m®. 


T, Mev Electrons Protons Oeuterons ions 

1 9,500. 15.2 7.60 7.61 

10 1,635. 15.2 7.60 7.61 

100 143. 13.8 7.34 7.40 

1000 14.3 7.46 5.00 6.05 

10000 1.43 1.32 1.22 2.11 
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In Table 2-2 a few typical values of ion rotation frequency 
are listed for the several particles. The magnetic field is 1 
weber/m^, and the orbit radii are those given in Table 2-1. 
Note the converging values of frequency for all particles at 
very high energies. The rotation frequencies for different mag¬ 
netic fields are inversely proportional to the flux density. 

2.2 Orbital Stability 

An additional requirement for accelerators is that they 
provide restoring forces for particles that deviate from the 
central orbit. Focusing forces are essential to prevent loss of 
the beam against the chamber walls while the particles are 
traversing their thousands of revolutions. In an absolutely 
uniform magnetic field a particle making a small angle with 
the plane of the orbit would traverse a helical spiral, and the 
axial displacement would increase linearly with the number of 
revolutions. Furthermore, radial displacements of the actual 
orbit may occur which would cause the particle to be lost against 
the sides of the vacuum chamber. It is essential that the ap¬ 
plied electric and magnetic fields provide suitable restoring 
forces to focus the particles about the central orbit. 

Such restoring forces will exist in a magnetic field which 
decreases in magnitude with increasing radius. In this field 
the lines of magnetic flux are concave inward. This concave 
shape is the natural shape of the magnetic field near the periph¬ 
ery between cylindrical poles with flat faces and is called 
'‘fringing.’’ In other regions this shape can be achieved by 
contouring the pole faces so that gap length increases, and flux 
density decreases, with increasing radius. Figure 2-2 is a dia¬ 
gram of a magnetic field between cyclotron pole faces commonly 
used to illustrate this concave field and shows the direction of 
the forces on charged particles moving in orbits above or below 
the median plane. 

The direction of the magnetic force on the moving particle 
is normal to the local direction of the magnetic flux. For par¬ 
ticles above the median plane it will have a downward compo- 
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Fig. 2-2. Restoring forces for particles in orbits above or below 
the median plane in the radially decreasing magnetic field of a cyclotron. 
The fiat pyramid shims shown in the shimming gaps are arranged to 
provide a small radial decrease in field in the center of the gap between 
poles. Ring shims at the periphery increase the region of useful field. 


nent, owing to the radial component of the flux Br ; conversely, 
an upward force is exerted on particles below the median plane. 
The radial component of field is zero on the median plane, but 
for all other locations two components exist, Bs and Br. The 
magnitude of the radial component needed to provide adequate 
restoring forces is small, and the concave flux lines have large 
radii of curvature relative to displacements from the median 
plane; hence the shape of the flux lines near the median plane 
will approximate arcs of circles, and the radial component Br 
will be proportional to the displacement z. This proportion¬ 
ality will be evaluated below in terms of the “slope'^ or radial 
decrease of the field. 

A radially decreasing field can be specified in terms of an 
index n which is the exponent of the radial variation: 


B^ - B,o(ro/rr ( 2 - 11 ) 

Here B^o is the field on the median plane at the orbit ro, and jB, 
the field at a nearby radius r. The index n, which defines the 
rate of decrease, can be obtained by differentiation, as: 


n — 



BzQi^ dv 


( 2 - 12 ) 


Any positive value of n ■wiE produce the vertical restoring forces 
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described above; a value of n = 0 represents a uniform field, 
with, no radial variation; a value of n = 1 is a field which varies 
inversely with the first power of the radius. 

We are considering magnetic fields similar to those in free 
space and are neglecting time-varying electric or magnetic po¬ 
tentials. For such magneto-static or “conservative’’ fields curl 
jB == 0, and we have for the relation between components: 


dBr _ dBa 
dz dr 


(2-13) 


By integrating and using Eq. 2-12, we find for the radial com¬ 
ponent at a displacement z from the median plane: 

-(2-14) 

r 

The restoring component of force Fz is given by: 

Fz = evBr = —necooBzZ = —k^z (2-15) 

It is clear that the vertical restoring force is proportional to the 
displacement, leading to oscillatory motion about the median 
plane. 

Radial restoring forces also exist in this radially decreasing 
field. The radius of the true, theoretical orbit is given by Eq. 
2-7, and in a cylindrically symmetrical magnetic field the orbit 
will be located Avith its center concentric with the isomagnetic 
circles. We will call this the “equilibrium” orbit and label 
its radius n . A particle that deviates from this orbit and is 
temporarily at a larger radius r will be in a reduced magnetic 
field Bz ; hence the magnetic force producing motion in a circle 
will be less. The converse is true for a particle of the same 
energy which is physically displaced to a location of smaller 
radius r. If the motion is to be stable, there must be restoring 
forces that will return the deviant particle to the equilibrium 
radius tq . 

Under certain conditions the centripetal force producing 
motion in a circle will be sufficient to cause the orbit to return 
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to its equilibrium radius. The limiting value of decrease of 
field with radius for which there will be a restoring action is 
that for which the field allows the particle to continue rotat¬ 
ing in a true circle having the displaced radius r. At this limit, 
since particle energy is the same for both orbits, we have tlie 
relation: 

BsV = BzoTo or Bz — BzQ(ro/r) (2-16) 

This limit represents a field for which the field index n = 1. 
Any field in which the decrease is slower, i.e., varying with an 
exponent less than unity, will result in a centripetal force suf¬ 
ficient to restore the orbit to its equilibrium position. 

Another method of visualizing this radial stability is to 
consider temporarily a coordinate system located on the movinig 
particle. In this system the magnetic force, Fm = eB^v, is 
directed toward the center of the orbit, and the D’Alembertian 
‘‘centrifugal” force, Fc = mv‘^/r, is radially outward. These 
forces will be in equilibrium at the equilibrium orbit. Now if 
the magnetic field decreases with increasing radius, the magnetic? 
force will be weaker than the centrifugal force for r < fo and 
stronger for r > ro . In either case there will be a net restoring 
force to return the deviant particle to the equilibrium orbit. 



Fig. 2-3. D’Alembertian forces acting on a particle in a radially 
decreasing field Be . The net force is directed toward the equilibrium 
orbit ro for particles in both larger and smaller orbits. 
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This argument is illustrated qualitatively in Fig. 2-3, in which 
Fc decreases inversely with radius and Fm decreases at a slower 
rate. For stability the magnetic field must not decrease more 
rapidly than with 1/r, for which n = 1, the same conclusion as 
was reached above. The restoring force, which is the differ¬ 
ence between F^ and Fc , is to a good approximation propor¬ 
tional to the displacement from the equilibrium orbit. The 
proportionality constant cannot be obtained in as simple a 
manner as was possible for the vertical restoring forces, but can 
be derived from the equations of motion.^ From the qualita¬ 
tive argument above, however, it is clear that the net radial 
restoring force is proportional to the radial displacement from 
the equilibrium orbit: 

Fr - -KrP (2-17) 

where p = r — ro is the radial displacement. 

The conclusion from this argument is that restoring forces 
exist in a radially decreasing magnetic field for particles dis¬ 
placed vertically from the median plane for values of n greater 
than zero, and for radial displacements from the equilibrium 
orbit for values of n less than unity. 

2.3 Free Oscillations 

Motion of any system under a restoring force which is pro¬ 
portional to the displacement is oscillatory in nature. For the 
radial and vertical displacements and restoring forces described 
in the last section, the oscillatory motion can be described by 
the differential equations: 

-f- corp — 0 (2-18a) 

dF 


dz , 2 


(2-18b) 


Here wr and ojs are the angular frequencies of the two oscilla¬ 
tions. These are the ^‘betatron” or free oscillations of a particle 
in a radially decreasing field, in which the rate of decrease is 
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between the limits given by: 

0 < n < 1 (2-19) 

The derivation of these oscillation frequencies from the 
equations of motion (Eqs. 2-1 and 2-3) has been given by several 
writers, especially by Kerst and Serber'" in their theoretical 
analysis of the betatron. The results are: 

( 0 , = (1 - , or /, = (1 - n)(2-20a) 

ojj = , or /s = n''% (2-20b) 

Here /o is the orbital frequency of ion revolution given by Eq. 
2-6, sometimes known as the cyclotron frequency. The results 
show that these free oscillation frequencies are in both easels 
smaller than the orbital frequency; for the special case of = 
0.5, they are equal and are given by: 

fr = fz = 0.707/0 (for n - 0.5) (2-21) 

In general the particles traverse more than one revolution be¬ 
fore completing a full oscillation cycle in either the radial or the 
vertical coordinate. 

Such free oscillations in vertical and radial position occur 
for particles displaced from the equilibrium orbit in any mag¬ 
netic accelerator. As long as amplitudes are small enough, tlie 
results can be superimposed on the orbital motion ^\dthont 
serious error. It can be shown, for example, that ions in the 
cyclotron perform such radial and vertical oscillations, and that 
these oscillations in fact set limits to ion beam intensity. Simi¬ 
larly, such betatron oscillations occur in synchrotrons and in the 
synchrocyclotron, superimposed on the much longer period 
phase oscillations to be described in a following section. 

The properties of the free oscillations can be visualiised 
by considering the limiting cases. In a uniform magnetic field, 
for which ri. = 0, a particle displaced radially from its original 
circular orbit voll still describe a circular path of the same 
radius, crossing the original orbit twice per revolution; this cmi 
be described as a radial oscillation of frequency fo. In tliis 
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same uniform field a particle displaced by a distance z from 
its original plane will rotate in a parallel orbit; this is a vertical 
oscillation of frequency fz = 0. At the other limit oi n — 1, 
the field varies inversely vdth radius, so the product BzV is 
constant. A particle of momentum mv = eBzV will traverse 
concentric circular orbits of any radius, which means that the 
radial oscillation frequency is zero. Finally, since Eq. 2-14 
sho\¥s that the radial component of field Bs varies directly with 
z for a fixed radius at = 1, the vertical oscillation frequency 
will be identical with the angular frequency /o . 

Oscillation amplitudes are harmonic functions which are 
solutions of the equations of motion (Eq. 2-18); 


p = P cos COrt 

(2-22a) 

Z — Z cos Oizt 

(2-22b) 

The maximum amplitudes, P and Z, are associated with the 
transverse energy in the oscillations. At low energies we can 
express this energy as: 

vf = MKrP'' 

(2-23a) 

vl = 

(2-23b) 

where and Kz are the oscillation force constants given by: 

Kr — (1 — o^l/m 

(2-24a) 

Kz “ ^ Wo/w. 

(2-24b) 

From Eqs. 2-23 and 2-24 we find: 


p _ mvr 1 

(2-25a) 

coo (1 — 

11 

ill 

(2-25b) 


The energy in these transverse oscillations arises from er¬ 
rors in direction of the beam of particles coming from the 
source at the start of acceleration or from asymmetries in the 
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magnetic or electric fields. In most accelerators the aperture 
available to the particle beam determines the initial amplitude 
and energy. Careful design to produce symmetrical and uni¬ 
form fields will avoid further increase in oscillation energy during 
acceleration. However, as the particle moves into a region of 
higher n (as in the cyclotron), the radial amplitude increases, 
and the vertical amplitude decreases in accordance with Ecjs. 
2-25. Both these changes are advantageous in the cyclotron 
in that they simplify the problem of deflecting an emergent 
beam. 

Amplitudes also vary mth increasing magnetic field (as 
in the synchrotron), following the linear variation of orbital 
frequency vith field given by Eq. 2-4. If the field increases 
with time during acceleration, coo increases and also the fre¬ 
quencies of the radial and vertical oscillations; the amplitudes 
decrease correspondingly. A useful way of describing this 
effect is in terms of the fractional variation in the variable. If 
we substitute expressions for coo and n which show their de¬ 
pendence on magnetic field (Eqs. 2-4 and 2-12) in Eq. 2-25, 
and integrate, we obtain: 

dP/P = ; P/Po = (P,o/P.)'^" (2-2Ga) 

dZ/Z = HdB^/B. ; Z/Zo = (2-26b) 

Thus we see that both transverse oscillations are damped to 
amplitude ^vith increasing magnetic field, varying \witli 
Bz . This is the explanation of the very small transverse 
cross section of the high-energy particle beams in betatrons 
and synchrotrons. 

2.4 Particle Energy 

The second of the equations of motion (Eq. 2-2) describes 
the torques acting to change the kinetic energy of the parti c^Ie 
in its orbit. This equation can be rewritten: 



d 

di 


dw 

~de 


dh 

de 


(2-27) 
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The significance of this equation can be made more obvious, for 
nonrelativistic velocities, by expressing it in terms of the change 
in particle energy. To see this we multiply the equation by o) 
which is dd/dt: 


d . 2 \ ecx3 d^ . dw 


dt 


(2-28) 


The term in d^/dt involves the time rate of change of flux 
linking the orbit, which determines the induced voltage ex¬ 
perienced by the particles. This is the principle of the trans¬ 
former and is responsible for the acceleration of electrons in the 
betatron. By neglecting momentarily the two terms on the 
right of Eq. 2-27, we have: 


dt 



(2-29) 


Substituting the general expression for oj of Eq. 2-4, we find: 


d^ 

dt 


2(7rr^) 


dBz 

dt 


(2-30) 


This is the relation between rate of change of flux linking the 
orbit and rate of change of flux density at the orbit, for accelera¬ 
tion at constant radius. It can be integrated over a cycle starting 
with Bs — 0 and <i> = 0 at i — 0 to give: 

<I> = 2(Trr^)Bz (2-30a) 


For acceleration at constant radius with these initial conditions, 
the total flux linking the orbit must be at all times twice that ob¬ 
taining if the field inside the orbit were uniform and equal to the 
field at the orbit. This is the betatron ^‘2 to 1” rule. 

The induced voltage is zero for any accelerator in which 
Bz is constant with time, such as the cyclotron. It must be 
included in those accelerators, such as synchrotrons, in which 
Bz increases with time. The sign of the term depends on mag¬ 
net geometry; it can be decelerating if the net flux through the 
orbit is opposite in direction to the flux at the orbit. 
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The second energy term comes from the first term on the 
right in Eq. 2-27, which is the electrical torque, here expressed 
as a generalized force dw/dd, where dw is the work done during a 
displacement dd. This torque is usually applied by means of 
one or more accelerating gaps between high-frequency elec¬ 
trodes. There are two accelerations per turn between the D’s 
of a cyclotron, or one in the single accelerating cavity of a 
synchrotron. However, the number of particle revolutions 
is generally so large in synchronous accelerators (10"^ to 10 
for synchrotrons) and the fractional increase in energy per revo¬ 
lution so small, that we can treat the acceleration process adia- 
batically and describe it in terms of an azimuthally uniform 
accelerating torque which varies slowly with time. The value 
of the torque can be expressed in terms of the energy acquired 
in traversing a voltage drop V in each revolution: 


dw _ Ye 
dd 2‘7r 


(2-31) 


Such an externally applied electrical field must be oscilla¬ 
tory and must be phased to be in resonance with the charged 
particles, which will become bunched in phase with respect to 
the field and so also bunched in azimuthal location in the orbit. 
To study this bunching we introduce the phase at Avhich par¬ 
ticles cross the accelerating gap, as: 


dw 

dF 


Ve 

27r 


sin <j> 


(2-32) 


Here 0 is the phase angle of the field when the particle crosses 
the gap and V is now the peak rf voltage across the gap. Choice 
of the sine function is equivalent (for electron acceleration) to 
defining zero phase as the instant when the field is zero and l)e- 
coming positive, or when it is changing from accelerating to 
decelerating. 

The third torque term, dL/dO, describes the radiation loss 
due to the radial acceleration of the particle in its orbital 
motion. The magnitude of this effect can be derived from 
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the classical theory of the electromagnetic field. Several 
writers^ have shown that the magnitude is given (in mks units) 
by: 

dZj _ 2i f E ^ 

^ " 3 

The radiation loss increases with the fourth power of the ratio 
of energy to rest energy for constant radius. However, when 
the linear relation between energy and orbit radius at a fixed 
maximum value of magnetic field is included, we find that the 
radiation loss increases approximately with the cube of particle 
energy, or as (E/EqY. When evaluated for the radial dimensions 
required for an electron synchrotron (Table 2-1), Eq. 2-33 shows 
a loss of roughly 30 kv per turn at 1 Bev energy, or 240 kv at 2 
Bev. Existing electron synchrotrons use a single rf accelerating 
gap, and this last figure is close to the maximum practical ac¬ 
celeration per turn, restricting maximum energy to about 2 Bev. 
However, heavy particles such as protons have so large a rest 
energy that the energy loss by radiation is negligible for all 
energies considered to date. 

We see that particles can be accelerated in a circular mag¬ 
netic accelerator either by betatron induction or by rf electric 
fields applied to suitable electrodes. Energy can be lost by 
radiation from electrons at high energy. Otherwise the only 
significant energy loss is caused by particles striking residual 
gas molecules in the chamber, or by hitting the walls. 

2.5 Phase Stability in Circular Motion 

Resonance accelerators operate on the principle of provid¬ 
ing successive small accelerations synchronized with the motion 
of the particles. The problem in high-energy machines is to 
keep synchronization for an extremely large number of accelera¬ 
tions. This requires control of the phasing between the electric 
fields applied to the electrodes and the bunch of particles re¬ 
volving in the orbit. The mechanism which makes this possible 
is a stable oscillation in the phase at which the particle crosses 
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the accelerating gap, about a mean value which is j ust adequate 
to provide the desired volts per turn to keep the particles in 
resonance with the applied frequency. Tliis is (tailed the 
principle of “phase stability.” It was proposed inclependently 
in 1945 by McMillan^ and Veksler^ as a method of maintaining 
resonance indefinitely in a cyclotron-like accelerator. It has 
led to two classes of accelerators: the syncln-otron, for tlie ac¬ 
celeration of electrons, and the synchrocyclotron, foi* the ac¬ 
celeration of light positive ions. 

Phase oscillations can be described qualitativel.y l:)y using 
simple physical concepts. Let us consider first tlie “stationary” 
orbits of a charged particle rotating in a steady magnetic field, 
shaped to give orbital stability (0 < n < 1) as desca*ibed earlier. 
Let us provide at one point in the orbit a gap between elec,trodes 
across which a high-frequency electric potential c*an l)e im¬ 
pressed, and let us apply to these electrodes a frequenciy identical 
vdth the natural rotational frequency of the ions given l)y JCq. 
2-9. 

The phase relations between the ions and the electric; field 
are illustrated in Fig. 2-4, in which the paths of the partides 
are considered as unrolled into a straight line along tlie time 
axis. A particle which crosses the gap at zero phase, , when 
the electric field is crossing zero in the direction of changing fi*om 
accelerating to decelerating, is indicated by the points labeled 0, 
2^, Itt, etc. This particle will neither gain nor lose energy, will 
remain in precise resonance, and "will continue to rotate at con¬ 
stant frequency and in the same orbit. 
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Now to see that this orbit is stable, consider a particle 
crossing the gap at an earlier phase, such as ti in Fig. 2-4. In 
its first traversals this particle will gain energy, and its fre¬ 
quency will decrease as shown by Eq. 2-9. (We shall neglect 
temporarily the small variation of magnetic field with radius.) 
The reduced frequency will cause the particle to be delayed 
slightly in subsequent traversals of the gap, illustrated by 
points t 2 , ts , etc., in Fig. 2-4. It will continue this migration 
in phase until it crosses the gap at zero phase. However, it 
will have an accumulated excess of energy, so it will continue 
the phase shift into the decelerating part of the cycle. Now the 
situation is reversed, and it loses energy; its frequency increases, 
and it is again returned to the zero phase position. 

This motion represents an oscillation in phase about the 
phase of the undisturbed orbit for which the frequencies are in 
exact resonance. It also represents an oscillation in energy 
about the equilibrium value. Furthermore, since orbit radius 
varies with energy as shown by Eq. 2-7, it results in a radial 
oscillation. As long as the energy exceeds the equilibrium 
energy, the particle will travel in orbits of larger radii; con¬ 
versely, it \vill have smaller orbits at lower energy. 

The principle of phase stability is based on the existence 
of phase oscillations as described above, centered about the 
equilibrium values of phase, of energy and of radius. For an 
assumed steady magnetic field the particles will be spread 
around the entire circuit, over a phase bracket extending from 
4>i = T to <^2 == —TT. Each particle migrates slowly forward or 
back along the length of the bunch, requiring many hundreds 
or thousands of revolutions to complete a phase cycle. This 
type of oscillating orbit with fixed average energy can be called 
stationary. 

Note that particles crossing the gap at the alternate zero 
voltage positions of c(> = ir, Sir, etc., are in a (!ondition of unstable 
equilil)rmm. If slightly disturbed, such a particle woxild either 
gain or lose energy and would fall into large amplitude oscilla¬ 
tions about the stable phase. 
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Let xis now consider how the energy in such a stationary 
orbit can be increased in a particle accelerator. We need to 
consider two cases: constant particle velocity (i.e., high energy 
electrons Avith ~ c) and increasing particle velocity (protons 
or other positive ions with v < c). 

In the first case, if magnetic field is increased by a small 
amount, the electron frequency will increase proportionately, as 
shown by Eq. 2-9. This mil be accompanied by a temporary 
decrease in orbit radius. The electron will cross the gap at 
earlier phases, acquiring more energy each time, until it reaches 
that energy for which it is again in resonance with the applied 
electric field, and the orbit radius is back to the original value. 
Furthermore, if magnetic field is increased slowdy and contin¬ 
uously, the electrons will follow this change and gain energy at a 
steady rate determined hy the time rate of increase of magnetic field. 
This is the principle of the synchrotron. 

For the other case, where particle velocity increases with 
energy, consider the effect of a small decrease in frequency of the 
applied electric field, mth magnetic field held constant. This 
lengthening of the time cycle, while particle frequency remains 
fixed, also causes the particle to cross the gap at earlier phases, 
acquiring energy until it reaches the energy which is in resonance 
at the new frequency, following Eq. 2 - 9 . Increased energy in 
the nearly uniform magnetic field means that the final orbit 
radius is larger. INTow, if frequency is decreased slowly and con¬ 
tinuously, the particles will follow this change, will gain in energy, 
and will increase in orbit radius at a steady rate determined hy the 
rate of frequency modulation. This is the principle of the 
synchrocyclotron. 

Under either of the conditions described above there will 
be an equilibiium phase (he about which the phase oscillations 
are centered. This is illustrated in Fig. 2~5 in which the range 
of phase oscillations is indicated as extending between arbitrary 
limits 01 and 02 * For a particle having such a phase oscillation, 
and making several hundred revolutions to complete the phase 
O'® we will see later, there will be an average energy gain 
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Fig. 2-5. Phase oscillation about equilibrium 
phase 4>e between arbitrary limits 4>i and 4>2 . 


per turn, VeG, given by the value of the potential difference across 
the gap at equilibrium phase. The particle migrates up and 
down along the phase curve, at one extreme acquiring excess 
energy and at the other having a deficit. 

Another visualization of phase oscillations is illustrated 
ill Fig. 2-6. Here the oscillations in energy of a particle are 
portrayed as a function of time, with the equilibrium energy 
increasing slowly. This figure can be interpreted as a potential 
energy diagram with stable potential valleys in which particles 
are trapped. The dots represent consecutive positions of a 
particle which is oscillating within this potential valley. As 
the magnetic field increases, and the oscillations progress, the 



■t 

Fio. 2-6. Energy oscillations in. phase stable acceleration. Par¬ 
ticles are trapped in a potential valley and are carried to high energy 
by modulation of magnetic field (synchrotron) or frequency (synchrocy¬ 
clotron) . 
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pattern will move upward and to the right along a line which 
represents the average energy increase, carrying the trapped 
particles to higher energies. The solid curve in Fig. 2-6 repre¬ 
sents the variation in energy of a particle at the extreme limit 
of phase oscillation. Other particles will have smaller ampli¬ 
tude variations. The limit of stability appears here as the peak 
of a potential hill. If a particle crosses over the rim of one 
trough, it will be lost from synchronism. 

Several writers have pointed out that the phase oscilla¬ 
tions described above are analogous to the motion of a pendulum 
to which is applied a constant torque. A physical model can be 
constructed as a simple pendulum mounted on a good l)earing 
and with a cord carrying a weight wrapped around the hub. 
Such a pendulum is illustrated in Fig. 2-7. When at rest, the 
pendulum has an angular displacement de ; when set into motion 
it oscillates about this equilibrium position. The limit of stable 
oscillation is for di — tt — de. If the amplitude exceeds this 
limit, the pendulum will cease to oscillate and will spin (iontin- 
uously in one direction. 



Fig. 2-7. Pendulum analogue of phase oscilla¬ 
tions. A constant torque Fr results in an equilibrium 
angle 0* about which oscillations are centered. 
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The equation of motion for the pendulum is of the form: 


^ -J- (sin 6 — sin 6e) — 0 

dt^ I 


(2-34) 


where the term mgl^ sin Qe represents the constant perturbing 
torque, I is the moment of inertia, and oscillations occur about 
the equilibrium angle Oe . If the perturbation is small relative 
to the maximum displacement, the angular frequency of oscil¬ 
lation is given, to a high degree of approximation, by: 



(2-35) 


The equation for phase oscillation is similar, -with the phase 
angle in particle motion substituting for the angular displace¬ 
ment of the pendulum, the average accelerating energy per turn 
taking the place of the perturbing torque due to the weight, 
and the equilibrium phase substituting for equilibrium angle. 
To complete the analogy, however, the mass and length of the 
pendulum (its moment of inertia) should vary slowly to be 
equivalent to the increasing mass and energy of the particles. 

Derivation of the equations of phase oscillation from the 
equations of motion goes beyond the scope of this monograph. 
However, the method will be described briefly, and the results 
given. The first two of the equations of motion are used, 
Eqs. 2-1 and 2-2. It is assumed that the phase oscillations are 
so slow and the amplitude of the associated radial oscillations 
so small, that we can neglect the radial acceleration term in 
Eq. 2-1. This is the basic assumption used by all writers 
utilizing the cpiasi-stationary theory; it is accomplished by 
letting dr/dt = 0 in Eq. 2-1. We also neglect the radiation loss 
term dL/dO, which is significant only for electrons at very high 
energy. The l)etatron induction term d^/dt is retained because 
it affects the oscillation energy associated with the changing 
orbit radius. 

With these simplifications, when the two equations of 
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motion are combined, they take the form: 

i - 1) + £ = 0 (2-36) 

However, this equation cannot be solved directly to obtain 
the phase oscillations. 

The method of small variations is used, in which r and 6 
are assumed to have the form: r = ro + p and d — coo + <^. The 
two equations of motion are first expanded as a function of the 
quantity 4> alone, and are then combined in the form of an 
equation of oscillation. The result is^: 

W- + - n) ^ = 0 (2-37) 

By analogy with the pendulum equation we see that the angular 
frequency of this phase oscillation is given by: 

/ y \ 1/2 

" “ V2^r§B,o(l - «)«„ ) (2-^^) 

The equation above is valid for the relativistic case repre¬ 
sented by high-energy electrons. At lower velocities, such as 
for protons in the synchrocyclotron, different approximations 
are required in the solution. In this case the fi'equency of 
phase oscillation is: 

/ \i/2 

^ - n)a,o j ““ (2-39) 

The difference between frequencies calculated from the two equa¬ 
tions is small when n is of the order of unity (0.5 to 0.8). In the 
most extreme case, for protons in the synchrocyclotron where 
n ~ 0.05, Eq. 2-39 gives frequencies smaller by about a factor 
of 5.^ Evaluation of the frequency of phase oscillation for 
practical cases shows it to be 200 to 2000 times smaller than the 
orbital frequency coo , so the particle makes this many turns 
around the orbit to complete a phase cycle. This justifies the 
assumptions made in the derivation and in the use of the quasi¬ 
stationary approximation. 
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Phase amplitude is damped slightly due to the increasing 
magnetic field (in synchrotrons) varying approximately with 
So the azimuthal spread in the bunch of particles is 
decreased to about half the initial amplitude during accelera¬ 
tion. In a practical case this might reduce an initial 180° 
azimuthal spread to about 90°. The radial amplitude of phase 
oscillations decreases in the increasing magnetic field, however, 
so the bundle of particles becomes very much smaller in cross 
section. 

2.6 Coupling between Oscillations 

Coupling can occur between the several types of particle 
oscillations when the frequencies are integral multiples. This 
is the familiar phenomenon of beats. A simple analogy is the 
coupled pendulum. As is well known, two such pendulums 
which are in resonance will feed energy from one to the other and 
back again, the more rapidly the tighter is the coupling and the 
closer the resonance. It is also known that there is no signifi¬ 
cant transfer of energy if the oscillation frequencies are not in 
resonance. 

Energy can be transferred between the several modes of 
oscillation in synchronous accelerators because of the irregulari¬ 
ties and nonlinearities in the electric and magnetic fields. These 
were neglected in the simple approximations used for solving 
the equations of motion. However, second order terms do 
exist, and the fields are not so smooth and regular as assumed. 
The coupling can be studied by including second order terms in 
the small quantities p, <j>, and z, and analyzing the coupling terms 
in the solutions. 

The most common type of coupling is between the two 
transverse modes of the free oscillations, the radial and the ver¬ 
tical. Equations 2-20 give the frequencies as a function of the 
index n. When n == 0.5, the two frequencies are identical, and 
.amplitudes can alternate between the radial and vertical mode. 
At n — 0.2 there is a first harmonic resonance between the two 
modes. Energy in radial oscillations can transfer to the vertical 
mode at this value of n, observed in the synchrocyclotron as 
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the radial position at wMch the beam “blows up” into large 
vertical oscillations, and is lost against the D. 

Detailed study has led to a list of certain critical or par¬ 
tially forbidden values of n for circular synchronous accelera¬ 
tors. The most significant are for n — 0, 0.2, 0.25, 0.5, 0.75, 
0.80, 1.0. Some of these n-values are not absolutely forbidden, 
since amplitudes may be too small for the energy transfer to be 
serious, or they may occur over such a narrow band of pole face 
that particles can cross through the critical region in only a few 
revolutions, and the time may be too short for significant energy 
exchange to occur. Nevertheless, they represent possible diffi¬ 
culties and are usually avoided in design. A typical value of 
n for synchrotrons is 0.6, and it is assumed that regions of the 
field in which n is less than 0.5 or greater than 0.75 are outside 
the useful aperture. 

Still other resonances have been recognized and are 
avoided in design where possible, such as between the phase 
oscillation frequency and harmonics of the 60-cycle ripple usually 
impressed on the magnet if an alternating-current power supply 
is used. 

2.7 Description of Particle Motions 

The results of the preceding discussion can be summed up 
by describing the physical characteristics of the bunch of parti¬ 
cles in an accelerator. Let us first consider the synchrotron, in 
which the particles move in a doughnut-shaped vacuum chamber 
around an orbit of fixed radius. The phase oscillations represent 
a variation in time of crossing the accelerating gap. Particles 
will be distributed im'tially around a large angle in azimuth, 
approaching 360° for the limiting case of very slow acceleration 
and about 180° in practical cases. This spread in angle will 
be reduced by damping to about 90° by the end of the accelera¬ 
tion interval. Individual particles will be migrating slowly 
through the bunch from front to back and return, taking several 
hundred revolutions about the orbit to complete a phase cycle. 
Radial phase oscillations will be associated with the energy os- 



ACCELERATION TO HIGH ENERGIES 


43 


cillations, so the bundle will have a certain radial width. Super¬ 
imposed on these slow synchronous radial oscillations are the 
higher frequency free oscillations in both transverse coordinates, 
o\ving to spatial deviations from the smoother synchronous or¬ 
bits. The bunch of ions is thus enclosed within an envelope 
shaped like a long, thin sausage, bent around the orbit. The 
center of this bunch revolves at the resonant frequency /o about 
the circle. Figure 2-8 is a schematic illustration of the bunch of 
ions, mth a rather imaginative treatment of the several oscilla¬ 
tions. During acceleration the transverse dimensions of the 
envelope become very small on account of damping, of the order 
of a few millimeters in electron synchrotrons. 

In the synchrocyclotron, positive ions are released from 
an ion source at the center of a large flat chamber between flat 



particles in a synchrotron, showing the spread due to phase 
oscillation and suggesting the superimposed free oscillations. 
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pole faces. The magaetic field is very nearly uniform, decreas¬ 
ing slightly with radius to provide focusing forces. The bunch 
of synchronous ions has much the same properties and the 
elongated sausage shape described for the synchrotron, except 
that the equilibrium orbit expands slowly and steadily in 
radius as frequency is changed. The several oscillations occur 
about this expanding equilibrium orbit and are slightly modi¬ 
fied by the changing w-value of the magnetic field. For ex¬ 
ample, as the n-value grows larger near the periphery, the 
vertical oscillations are decreased in amphtude, while the radial 
amplitudes increase. Synchronous oscillations cause a “breath¬ 
ing” motion of the instantaneous particle orbits as the equilib¬ 
rium orbit slowly expands. 

In either type of accelerator a siugle pulse of particles is 
swept to high energy in each sweep of the magnetic field or of the 
applied frequency. The machines are operated cyclically, re¬ 
peating the sweep at regular intervals. So the final output is a 
sequence of pulses of high-energy particles at the cyclic repetition 
rate. 



CHAPTER 3 


Tlie Electron Synchrotron 


3.1 Early Development 

Very-high-energy accelerators—in the billion-volt range— 
utilize the principle of resonance acceleration with phase sta¬ 
bility first demonstrated with electrons in the synchrotron at 
much lower energies. Although additional features are required 
to exceed one billion volts, such as the use of protons rather 
than electrons and the development of variable frequency ac¬ 
celeration techniques, the basic principle is still that of phase- 
stable synchronous acceleration. 

The principle of phase-stable acceleration described in 
Chap. 2 was proposed independently and almost concurrently 
by McMillan^ at the University of California and by Veksler® 
in the U.S.S.R. McMillan described an electron accelerator 
utilizing this principle and named it the synchrotron. His first 
designs were for a machine to operate at 300 Mev, which was 
completed in 1947. Unlike previous accelerators, most of which 
required slow and tedious development starting with small 
models, the synchrotron was conceived in its full stature as a 
high-energy accelerator, and most of the early installations were 
designed for the 300- to 400-Mev energy range, at which the 
electrons and x-rays are capable of producing mesons. By 
1950 there were 6 synchrotrons of over 300 Mev energy built or 
under construction in the United States and several others 
abroad. More recently, a syncdirotron capable of reaching 1 
Bev has passed its preliminary tests at 0.5 Bev at the California 
Institute of Technology, and others in the 1-Bev range are con¬ 
templated. A listing of the larger machines is given in Table 
3-1. 
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Table 3-1. List of the larger electron synchrotrons. 


Location 

Energy, Mev 

Status in 1954 

University of California, Berkeley, 

322 

Operation 

California 

Cornell University, Ithaca, New 

300 

Operation 

York 

(1000) 

Testing 

Massachusetts Institute of Tech- 

330 

Operati on 

nology, Cambridge, Massachusetts 

University of Michigan, Ann Arbor, 

300 

Operation 

Michigan 

General Electric Company, Schenec- 

300 

Operation 

tady, New York 

Purdue University, Lafayette, 

300 

Operation 

Indiana 

National Bureau of Standards, 

180 

Construction 

Washington, D. C. 

Glasgow University, Glasgow, 

300 

Testing 

Scotland 

Oxford University, Oxford, England 

140 

Construction 

California Institute of Technology, 

500 

Operation 

Pasadena, California 

(1000) 

(Eventual) 

Nobel Institute, Upsala, Sweden 

(600) 

Design 

Professor Salvini, Rome 

(600) 

Design 

Betatron, University of Illinois, 

250 

Operation 

Urbana, Illinois 


Meanwhile, and before any of the larger synchrotrons 
could be finished, Goward and Barnes® in England were able to 
demonstrate the principle with a much smaller machine (8 Mev) 
built from an old betatron magnet. The next to succeed was a 
group at the General Electric Company Research Laboratory,'^ 
where there had been previous experience in betatron design, 
with a 70-Mev synchrotron. A series of experiments with these 
early machines demonstrated the range of validity of the sta¬ 
bility principle, worked out the necessary conditions for inject¬ 
ing electrons so they would be captured in synchronous orbits 
and explored some of the properties of the high-energy beam of 
x-rays. The larger machines, in the 300- to 400-Mev region, 
were in general put to immediate use for research experiments. 
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The theory of synchronous oscillations has been extended 
beyond that reported in the original articles by McMillan and 
by Veksler. Dennison and Berlin^” analyzed the stabihty of the 
synchronous orbits and found that the amplitude of synchronous 
oscillations decreases with increasing particle energy. Bohm 
and Foldy^^ obtained the same results on orbit stability and also 
showed how betatron operation could be used at the start to 
avoid the difficulties of frequency modulation. Frank^^ ex¬ 
amined in detail the process of transition from betatron to syn¬ 
chrotron action. All these studies are in basic agreement, vary¬ 
ing only in the type of approximations used in the calculations 
and in the emphasis placed on the several aspects of the motion. 
Theoretical understanding of the synchrotron seems to be ade¬ 
quate. 

Seldom has an accelerator been brought to such a high 
state of development in such a short time. The concept was 
simple, the first design studies were essentially complete, and all 
observers recognized the virtues of the new proposal and ac¬ 
cepted its success as assured. The simplicity of the concept is 
reflected in the relatively few competing techniques which have 
been reported and in the comparatively small number of publi¬ 
cations. All the basic properties were recognized from the 
stai't, and most designers have used similar techniques with 
relatively little variation. In a few instances special and new 
concepts have been developed, but seldom in more than one 
laboratory. Thus, the '‘race track” orbit, the “frequency- 
modulated” start, and the “air-cored” magnetic field have had 
proponents, but have not been found essential for the 300- to 
500-Mev range. 

The electron synchrotron has to a large extent replaced 
the betatron as a source of very-high-energy electrons. It has 
two important advantages. First, the magnet structure is 
much lighter, consisting essentially of a ring magnet to provide 
a guide field across the doughnut-shaped vacuum chamber; the 
large and heavy laminated core needed in the betatron for in¬ 
duction to produce the accelerating electric field is replaced by 
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a compact cavity resonator which supplies the rf field in the 
synchrotron. Also, the correction for radiative losses is applied 
automatically in the synchrotron by phase shifts which supply 
additional accelerating potential. The complicated compensat¬ 
ing devices necessary in the betatron are not required. 

3.2 Principle of Operation 

The synchrotron accelerates electrons in an orbit of es¬ 
sentially constant radius by means of a rf electric field applied 
across a gap at one point in the orbit. The electrons are con¬ 
strained to move in their circular path by a magnetic field winch 
increases with time, from a low field which is just adequate to 
deflect low energy electrons at injection, to the maximum value 
permitted by the permeability of iron. A ring-shaped magnet 
provides the magnetic field over the doughnut-shaped vacuum 
chamber which encloses the electron orbits. The pole faces 
are accurately shaped to provide a field which decreases slightly 
with increasing radius with a value of n of about 0.6 so as to 
supply focusing forces for the electrons. The magnetic field is 
pulsed on and off at the repetition rate provided by the magnet 
power supply. Pulsed operation would result in eddy currents 
which would distort the carefully shaped magnetic field if the 
magnet core were of solid iron, so the core is laminated as in a 
transformer. The cyclic operation results in a sequence of 
pulses of high-energy electrons at the pulse repetition rate. 

Electrons are emitted from an “electron gun^’ source at 
a point on the outer side of the vacuum chamber, accelerated 
by a direct-current potential difference of between 50 and 100 kv. 
At this energy the electrons have not yet attained relativistic 
velocities. They are usually accelerated for a short time by 
induction, as in the betatron, until they reach an energy of 2 
to 4 Mev, at which their velocity is essentially equal to that of 
light. This requires a time rate-of-change of flux linking tlio 
orbit given by Eq. 2-30: 
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The linkage flux 4> is provided by ‘‘flux bars” on the inside of the 
orbit, which are of negligible size compared with the heavy 
central core required in the betatron to provide acceleration to 
top energy. 

When the electrons reach relativistic velocities, the radio¬ 
frequency system is turned on and applies an accelerating po¬ 
tential across the gap which continues the process of acceleration 
to high energies, matching the increasing magnetic field. Dur¬ 
ing this process synchronous oscillations are set up which bunch 
the electrons in phase and provide the phase stability charac¬ 
teristic of the synchrotron. The frequency of the applied elec¬ 
tric field is the constant value of rotation frequency reached by 
the electrons in their orbit of radius Tq at the velocity of light. 

It is given by: 

2xro To 

where ro is in meters. This applied rf voltage is developed in a 
resonant cavity circuit built into the vacuum chamber, driven 
by vacuum tubes at the resonant frecj[uency. 

Maximum energy of the electrons depends on orbit radius 
and on the maximum value of the magnetic field, following 
Eq. 2-8 of Chap. 2, and illustrated in Table 2-1. For our pur¬ 
poses the equation can be presented as: 

T = = SOOBro Mev (3-3) 

The constant on the right applies when B is in units of webers 
per square metej-s and ?'o is in meters. For example, a magnetic 
field of 1 weber/rn^ and an orbit radius of 1 m will retain an 
electron energy of 300 Mev. 

The available aperture inside the vacuum chamber ex¬ 
tends over a considerable radial width, of the order of ±5 % of 
?’(). This will accommodate an energy spread of nearly ±5% 
or will allow the freciuency to differ by the same amount. Too 
high a fi’equency will produce resonance at a smaller orbit radius, 
and will result in lower-energy electrons. Conversely, the orbit 
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can be expanded by applying a lower frequency at the end of the 
acceleration interval to push the beam out against a target at the 
periphery (often the shield surrounding the electron gun), and 
the electron energy will also be increased by about 5% above 
the nominal energy at the central orbit. 

The aperture width described above is required at the 
start to accommodate the radial betatron oscillations established 
at injection due to angular and energy variations. A somewhat 
smaller vertical aperture is required for the associated vertical 
oscillations. These oscillations, and also the damping of am¬ 
plitudes with increasing magnetic field, proportional to 
have been described and analyzed in Chap. 2. The free oscilla¬ 
tions are ultimately reduced to very small amplitudes, such that 
the final dimension of the beam of electrons is the order of a few 
square millimeters. 

3.3 Magnet 

The first synchrotrons used H-type magnet frames similar 
in structure to those used for betatrons, but without the large 
central laminated core. Modern design, however, uses a ring 
of C-type magnets, each providing the field over a short sector of 
the orbit. This arrangement reduces the quantity of iron sig¬ 
nificantly and simplifies the structure. For small orbits the 
flux-return path of the C-magnets must be outside the orbit. 
For larger machines the flux return can be inside the orbit 
which makes the chamber more readily accessible. Figure 3-1 
is a schematic drawing of the assembly of the M.I.T. synchro¬ 
tron with outside flux-return circuits. 

Remanent fields and eddy currents in the iron may result 
in time distortions of the magnetic field in different portions of 
the gap. Symmetrical design and high precision in assembly 
will reduce these effects. If necessary, correcting coils can be 
wound about the pole tips in appropriate locations, and time- 
phased currents can be empirically determined which will cor¬ 
rect the distortions. For example, circular windings distributed 
across the pole face surfaces can be used to vary the value of the 
field gradient index n. Other windings about individual sectors 
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Fig, 3-1. Sketch of the Massachusetts Institute of 
Technology synchrotron showing the C-magnet assembly 
and the location of the vacuum chamber doughnut between 
poles. 

of the pole can be used to correct for azimuthal variations in 
the field. 

One synchrotron has been constructed without iron poles, 
by using heavy currents in four bar conductors properly ar¬ 
ranged around the orbit region, by Lawson^'^ at the General 
Electric Company. The chief disadvantage is the large me¬ 
chanical force on the conductors, which requires rigid clamping 
of the conductor bars to prevent distortion of the field. The 
ironless synchrotron is probably most suited to small orbits, 
high magnetic fields and relatively low electron energies. 

The cyclic operation of the magnet requires either alter¬ 
nating or pulsed current. Continuous ac excitation requires a 
great deal of power and results in heat losses. Magnets must 
be designed with large copper windings and with provision for 
cooling. Pulsed excitation can be used to reduce power require¬ 
ments by keeping the duty factor small, but of course the x-ray 
output is also reduced. 

Capacitors are used to store energy for the magnets either 
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for pulsed or ac operation. With, ac excitation the capacitor 
is made to resonate \vith the inductance of the magnet at the 
chosen frequency, usually 60 or 180 cycles per second. It must 
store energy equal to the peak stored energy of the magnetic 
field, which determines the kva rating. In such a resonant 
system the energy alternates between the magnet and the capaci¬ 
tor bank, and the power line merely supplies the losses in the 
system. 

In pulsed operation the capacitor is charged from a dc 
source and is then discharged through the magnet. Pulse rise 
time is determined by the inductance and capacitance of the 
system, and can be made quite short to reduce power losses. 
Igrdtrons or other suitable control tubes are used to initiate the 
pulse, and to stop it after one oscillation when the energy has 
been returned to the capacitor. The dc source supplies the 
system losses between pulses. Electrical problems arise chiefly 
from the transient voltage surges occurring during the switch¬ 
ing, which can be controlled by appropriate damping circuits. 

3.4 Injection 

Electrons of 50 to 100 thousand ev energy are obtained 
from an “electron gun,’’ consisting of a thermionic cathode 
inside a grounded shield, with the cathode at high negative 
potential. Figure 3-2 is a sketch of a source typical of synchro¬ 
tron usage. Electrons are focused crudely by a reflector cup (or 
sometimes by a grid structure to which potential can be applied) 
so as to emerge from a slit in the grounded shield, aimed in the 
direction of acceleration. Only a small fraction of the many 
milliamperes of current available from such a gun is directed 
within the narrow cone which can be accepted into stable orbits. 
The remainder of the electrons emitted strike the walls of the 
vacuum chamber within the first half revolution. Internal 
walls of the vacuum chamber must be made sufficiently conduct¬ 
ing to prevent the accumulation of charge due to the electron 
spray. Otherwise the resulting electrostatic fields would deflect 
and destroy the resonant beam. 
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Fig. 3-2. Typical electron gun source used in the synchrotron. 

The gun is usually located just inside the outer chamber 
^vall, and the radial thickness of the shield is made as small as 
possible. Betatron oscillations about the equilibrium orbit 
(for electrons having the injection energy) will cause the in¬ 
dividual orbits to miss the back of the injector gun on the second, 
third, etc. circuits, but in principle the orbits should return to 
the original phase after a small number of revolutions. Some 
decrease in amplitude is expected from damping due to the 
increasing magnetic field during this time. However, most 
theoretical calculations of orbits indicate that a large fraction 
of the injected beam must be lost by striking the back of the gun 
after a few turns. The observation, originally noted in betatron 
operations, that a significant fraction of the injected electrons do 
miss the gun and survive to be accelerated, is one of the pleasant 
accidents of accelerator history. Several attempts have been 
made to explain this favorable capture efficiency, with only 
partial success. It is still not certain what phenomenon is re¬ 
sponsible for the observed high efficiencies. 

Betatron operation is commonly used to accelerate the 
electrons from their initial energy of 50 to 100 kv to the order 
of 2 Mev at whic'h they have a velocity of 0.98 c and so travel 
in an orbit of radius not significantly smaller than the geo¬ 
metrical central orbit. The flux required for acceleration by 
induction to this energy is supplied by flux bars attached to the 
inside of the poles of the guide field magnet. These V^ars are 
significant only during the early part of the cycle, after which 
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they become saturated and have no further effect. The air gap 
between the tips of the flux bars is made short, and the flux den¬ 
sity in the bars is much greater than that of the guide field 
during the early stages. So it is possible to use relatively small 
flux bars made of a high permeability material and yet retain 
the betatron stability condition. Care must be taken to obtain 
the correct rate of rise of flux density in the bars, involving the 
effects of eddy currents, remanent fields and saturation in the 
flux bars as well as in the main magnet. Back biasing the main 
field by special windings has proved to be a useful method of 
appljdng such corrections. 

Crane,at the University of Michigan, has chosen to 
avoid some of the difficulties of the betatron start by injecting 
electrons at about 400 kev and frequency-modulating the rf 
cavity until the electrons reach relativistic velocities. The 
method is sound in principle, but has introduced other difficulties 
of equivalent magnitude in the frequency modulation. Another 
feature pioneered by Crane is the “race-track” magnet, in which 
two semicircular sectors are spaced by two straight sections. 
Dennison and Berlin^® have shown that such an arrangement 
results in equivalently stable orbits, and their predictions are 
justified experimentally. 

3.5 Radiofreqpiency Acceleration 

The gap across which the rf voltage is applied for accelera¬ 
tion is usually the open end of a quarter-wave resonant cavity, 
driven at its resonant frequency by a vacuum tul)e oscillator 
circuit. In the most efficient design the quarter-wave cavity 
forms a sector of the glass or ceramic vacuum chamber by having 
the inner and outer surfaces coated mth conducting material. 
The desired resonant frequency is determined in advance from 
the orbit radius, following Eq. 3-2. Such a resonator can have 
a relatively high Q, so the necessary voltage can be obtained 
vith a small power input to the cavity. The simplicity and 
low power requirements of the rf accelerator for the synchrotron 
constitute one of its primary advantages. 
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The peak voltage developed across the gap should be about 
times the average volts-per-turn requirements, in order that 
the equilibrium phase angle be about 45°, which is adequate for 
synchronous oscillations. This required volts-per-turn V is 
obtained from the rate of rise of magnetic field, being given by: 

V = 2irrl dB/dt (3-4) 

Evaluating for a system in which the magnetic cycle has a rise 
rate determined by a basic 60-cycle frequency and a 10-kilo- 
gauss peak field, and an equilibrium orbit radius of 1 m, the 
voltage needed per turn for resonant acceleration is 3.0 kv. 
Variation of the phase angle is sometimes used to provide damp¬ 
ing of phase oscillations following injection. This can be ac¬ 
complished by applying a rising voltage to the gap, equivalent 
to decreasing the phase angle. 

The quarter-wave resonant cavity can be made physically 
shorter than the 90° in arc associated with fundamental reso¬ 
nance with velocity-of-light particles by loading it with material 
of a high dielectric constant. The practical method of accom¬ 
plishing this result is to form the resonator of a high dielectric 
ceramic and make it a section of the vacuum chamber, with 
plated electrodes inside and outside the sector to form the con¬ 
ducting walls of the cavity, and an insulated gap at one end 
across which the rf voltage is developed. Ceramics having 
dielectric constants of up to 80 are available for this purpose. 
The plated walls are scribed longitudinally with scratches to 
insulate against eddy currents which otherwise would be de¬ 
veloped in the conducting surfaces. Figure 3-3 is a sketch of 
such a resonator developed for the 330-Mev synchrotron at the 
Massachusetts Institute of Technology. The 50-Mc oscillator 
is coupled to the resonator by capacitative coupling near the 
rf node of the quarter-wave cavity. Potentials of 3 to 4 kv 
peak are developed across the open end of the resonant cavity 
with an input power to the oscillator of about 10 kw. 

An alternate resonator—^the half-wave drift tube or C 
electrode—was developed at the University of California, but 
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of 350 Mev. Total energy lost by radiation increases with the 
fourth power of the electron energy (expressed in terms of the 
ratio of total energy to rest energy) if orbit radius is constant, 
as described in Chap. 2. 

The loss of energy by radiation is about 100 ev per turn 
at 300 Mev energy and is compensated automatically by the 
phased rf accelerating electric field. Any loss of energy results 
in a temporary reduction in orbit radius and in orbi t:,al frequency 
of the electrons. This causes a shift in phase of crossing the 
gap so the electron acquires more energy per turn, just sufficient 
to maintain sjmchronous acceleration. 

The radiation from a target is also a continuous distribu¬ 
tion of x-rays extending up to the maximum energy of the elec¬ 
trons. The low-energy radiation in the visible and ultraviolet 
is absorbed in the target and the wall of the vacuum chamber, 
so the shape of the energy distribution emerging from the 
machine is distorted to favor the higher-energy radiations. 
This beam of high-energy x-rays occurs as a sharp pulse in time, 
of a duration depending on the time required for the electrons 
to spiral into and hit the target, and modulated at tlie particle- 
bunch rotation frequency of about 50 Me. When a short pulse 
is desired, a rapid ejection scheme is used, and pulses as short as 
1 microsecond have been obtained. On the other hand, some 
types of measurement using electronic instrumentation are most 
satisfactory when the pulse length is spread out in time, and 
under best conditions pulse lengths of 2500 microseconds have 
been obtained. 

Measurements of output intensity are difficult, because of 
the mde range in frequency of the emitted radiation and the 
relatively narrow range of sensitivity of the several available 
detection devices. Calorimetric absorption of the entire beam 
is limited by the penetration of the high-energy x-rays and l>y 
the necessity of applying corrections for absorption in th<^ target 
and \midow. Total ionization measurements are similarly 
limited by the physical requirements of an ionization chamber- 
Electron-pair production is a quite effective measure of intensity 
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at the high-energy end of the spectrum, but it cannot extend the 
measurements below the threshold at 1 Mev energy. Thin- 
walled ionization chambers are normally used to obtain a meas¬ 
ure from which total beam intensity can be calculated. When 
converted into the familiar roentgen unit of x-rays, the output 
at 300 Mev is found to be about 1 r/pulse at a distance of 1 
m inside in. of lead and at the center of the conical beam. 
Depending on pulse repetition rate, the various machines 
operating at 300 to 350 Mev give x-ray beams of the order of 
1000 r/min at 1 m. 



CHAPTER 4 

The Synchrocyclotron* 


4.1 Early Development 

The relativistic limitation on energy for fixed-frequency 
cyclotrons has restricted the size of magnets to the order of 
60-in.-diameter pole face and the proton or deuteron energy to 
about 25 Mev. This limit is set by the relativistic increase in 
mass of the ions, which causes the ion rotation frequency to 
decrease, so that the ions drop out of resonance with the fixed 
frequency applied electric field. 

This maximum energy limitation can be removed and the 
ions accelerated indefinitely if the applied frequency is varied to 
match exactly the ion rotation frequency. In Chap. 2 it was 
shown that particles in phase-stable orbits in a cyclotron will 
follow a slow change in applied frequency. The phase of cross¬ 
ing the accelerating gap oscillates about a mean value which 
allows just sufficient energy increase per turn to maintain 
resonance with the changing frequency. 

When frequency is varied cyclically, a short bunch of ions 
will be accelerated to high energy in each frequency sweep, re¬ 
sulting in a sequence of such bursts occurring at the modulation 
frequency. The reduced effective duty cycle results in a much 
lower average ion output than in the conventional cyclotron 
(about 1%), but it avoids the resonance limitation due to a 
fixed frequency and allows acceleration to much higher energies. 

The use of frequency modulation as a remedy for the rela¬ 
tivistic limitations of the cyclotron was suggested by McMillan, 
of the University of California, and independently by Veksler, 

♦ Also known as the frequency-modulated, or f-m cyclotron. 
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of the U.S.S.R. in 1945. The 184-in. magnet at the University 
of California had originally been conceived as a giant standard 
cyclotron by Professor E. O. Lawrence and his co-workers. It 
was assembled and used for experimental purposes in the Man¬ 
hattan District during World War II but was not completed as 
a cyclotron. At the end of the war when McMillan proposed 
the use of frequency modulation, it became obvious that this 
method would result in higher energies, and plans were made to 
convert the magnet into a synchrocyclotron. 

The first test of the principle, at Berkeley, was made on 
the older 37-in. cyclotron magnet by an ingenious method of 
simulating the expected relativistic mass change with an exag¬ 
gerated radial decrease in the magnetic field. Ion rotation fre¬ 
quency will decrease at very high energies owing to the relativis¬ 
tic increase in mass. It can also be made to decrease with 
increasing energy in a small cyclotron if the magnetic field at 
large radii is reduced below the central field. The test was 
modeled on the anticipated operation of the 184-in. cyclotron. 
Deuterons of 200 Mev would experience an 11 % increase in 
mass during acceleration. The associated change in frequency, 
plus an additional 2 % for the radial decrease in field required 
for focusing, would recpiire a total frequency change of 13 % 
during acceleration. To duplicate this frequency change the 
field of the 37-in. magnet was equipped with radially tapered 
pole faces, requiring a 13 % modulation in frequency to maintain 
resonance with the low-energy (7-Mev) deuterons produced. 
With this arrangement the techniciues of frequency modulation 
could be studied, and the principle of phase-stable synchronous 
acceleration could be tested. 


The results of the 37-in. model test were completely suc¬ 
cessful. The deuterons remained in resonance for many thou¬ 


sands of revolutions, validating the theory and giving valuable 
data for the conversion of the 184-in. magnet to the synchro- 
cycloti’on priruviple. 


The 184-in. 
November, 1946, 


cyclotron was brought into operation in 
accelerating deuterons to 190 Mev or He"*"*" 
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ions to 380 Mev. The development was notable lor its speedy 
success, illustrating the soundness of the principle of phase 
stability and the simplicity of the techniques. Several years 
later the radiofrequency system was rebuilt to tdlow^ tuning to 
higher frequencies for proton acceleration, and it was eventually 
tuned up to produce protons of 350 Mev energy. 

The immediate success of the Berkeley laboratory led 
others to build similar accelerators. Table 4-1 shows a listing 
of the larger synchrocyclotrons, giving pole diameter, maximum 
magnetic field, and particle energy. The highest energy reached 
to date is 450-Mev protons with the University of Chicago 
machine. The 184-in. magnet at Berkeley is now being rebuilt 
with higher power and higher magnetic fields to produce protons 
of 730 Mev. The largest new machine planned is being designed 
for the CERN (Western European) Laboratory in Geneva, 
which will be capable of producing protons of 600 Mev energy. 

4.2 Principle of Operation 

In the cyclotron an approximately uniform magnetic field 
is used to constrain the ions in circular orbits, so they pass many 
times through the rf electric field of a large, semicircular, hollow 
electrode called a D. The frequency applied to the electrode is 
identical with the ion rotation frequency, so that the particles 
experience an acceleration on each traversal of the accelerating 
gap. Particles cross the gap, between the diametral face of the 
D and a dummy D at ground potential, twice during each revolu¬ 
tion. The magnitude of the acceleration at each crossing de¬ 
pends on the instantaneous rf voltage, and so on the phase of 
crossing the gap relative to the rf wave. As the ions gain in 
energy on each traversal of the gap, they travel in circles of 
larger radii, ultimately reaching the maximum practical radius. 
The problem is to keep the ions in precise resonance with the 
applied rf field for a very large number of revolutions. 

_ Resonance is maintained automatically in the synchro¬ 
cyclotron through the principle of phase stability. Oscillations 
occur in the phase at which ions cross the gap, about an average 
phase which produces just sufificient voltage per turn to keep the 
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Table 4-1- List of the larger synchrocyclotrons. 



Pole 

diameter, 

inches 

Magnetic 

field, 

gauss 

Proton 

energy, 

Mev 

Status, 1954 

University of Cali- 

184 

15.0 

350 

Operation 

fornia, Berkeley, 
California 


(23.0) 

(730) 

(conversion) 

University of Roches¬ 
ter, Rochester, New 
York 

130 

17.0 

240 

Operation 

Columbia University, 
New York, New 

York 

104 

17.4 

385 

Operation 

Atom Energy Research 
Establishment, Har¬ 
well, England 

110 

16.8 

175 

Operation 

University of Chicago, 
Chicago, Illinois 

170 

18.6 

450 

Operation 

Carnegie Institute of 
Technology, Pitts¬ 
burgh, Pennsylvania 

142 

20.0 

435 

Operation 

University of Liver¬ 
pool, Liverpool, 
England 

156 

18.0 

400 

Testing 

CERN Laboratory, 
Geneva, Switzerland 

196 

20.5 

(600) 

Design 

Harvard University, 
Cambridge, Massa¬ 
chusetts 

95 

16.5 

110 

Operation 

McGill University, 
Montreal, Canada 

82 

16.4 

100 

Operation 

Nobel Institute, 

Ups ala, Sweden 

90 

22.0 

200 

Operation 

University of Amster¬ 
dam, Amsterdam, 
Holland 

71 

13.7 

28 Operation 

(deuterons) 


particles in resonance. The mechanism has been explained in 
some detail in Chap. 2. 

The relation governing ion rotation frequency has been 
presented in Chap. 2 as: 
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Here/o is the low-energy cyclotron frequency set by the nciagn 
field and the charge-to-mass ratio of the ions e/nio . '^riie 
quency / must be decreased below /o when kinetic energ,'! 
becomes significant relative to rest energy Eo , For proton 
kinetic energy T in Mev units, in a field B in wel)ers i3er sqx. 
meter (units of 10,000 gauss), the frequency is given by: 


f = 


14,300-B 
938 -h T 


mc/sec 



Figure 4-1 is a plot of the relative change of frequency in to 
of ///o as a function of energy, valid for any uniform valu' 
magnetic field B. The total frequency swing must also incl 
the effect of the designed decrease in field B with increa; 
radius required for focusing. As an example, if the field di 
by 5 % and the frequency decrease associated witli 400-1* 
protons (computed from Eq. 4-la) is 30 %, the total freque 
swing required will be 35%. 

For continuous operation the frequency is modula 
cyclically by a rotating capacitor in the resonant 13 circ: 



Fig. 4-1. Variation of orbital frequency ///o for protons in a uni 
form magnetic field as a function of proton kinetic energy. 
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The frequency change as a function of time for a typical circuit 
with such a rotating capacitor is illustrated in Fig. 4-2. During 
each sweep a bunch of ions is accelerated to high energy, so the 
output consists of pulses at the cyclic frequency. 

The process of the phase oscillations can be visualized with 
the aid of Fig. 4-3, which is a plot of the voltage across the gap 
as a function of time. Particles which cross at the equilibrium, 
phase te will receive exactly the right acceleration, FeC, to remain 
in resonance, and will cross at the same phase on subsequent 
traversals of the gap. A particle crossing at phase h will gain 
too much energy, and its frequency will decrease as shown by 



Fig. 4-2. Frequency modulation of a rf circuit utilizing a rotat¬ 
ing capacitor between initial frequency /i and final frequency A . Par¬ 
ticles are accelerated during the intervals ti — h , resulting in bursts 
of high-energy particles at the cyclic period T. 



Fig. 4-3. Origin of phase oscillations. Particles which cross 
the accelerating gap at time ti acquire excess energy, rotate at reduced 
frequency and are delayed in subsequent crossings, illustrated by points 
t 2 and tz . Continuation of this motion leads to oscillations in phase 
about the equilibrium phase te . 
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Eq. 4-1; the reduced frequency will cause the particle to be 
delayed in subsequent traversals of the gap, illustrated by points 
U, U, etc. This represents a migration of phase toward the 
equilibrium phase. The inverse situation, in which the particle 
crosses at a time when it receives too small (or even negative) 
acceleration, will also result in restoring the phase toward the 
equilibrium phase te . So the particles oscillate in phase of 
crossing the gap, gaining an average amount of energy just 
sufficient to maintain resonance. The details of the phase 
oscillations and methods of computing the frequency and 
amplitude of the oscillations in energy and in radial location are 
given in Chap. 2. 

4.3 The Magnetic Field 

Particle energy attained in a synchrocyclotron is deter¬ 
mined by the magnetic field at the maximum orbit radius R. 
The quadratic relation given in Chap. 2 is: 

T" + 2TEo = cVB^^R^ (4-2) 

Numerical values obtained from this relation for protons, deuter- 
ons, and He'^'^ ions that illustrate the dimensional requirements 
of the accelerator are also presented in Chap. 2. Maximum 
magnetic field is severely restricted by the permeability limits 
of iron, at about 18 to 20 kilogauss. The field at the maximum 
orbit radius is still further reduced by the requirements for 
focusing. Maximum orbit radius must be inside the region of 
stability for free oscillations, which is well within the physical 
edge of the pole faces. Careful contouring of the pole face sur¬ 
faces will produce a field in which this point is inside the pole 
edges about one-haK the gap length. So magnet pole face 
diameter must be a minimum of twice the orbit radius required 
for the desired energy plus one pole gap length. 

Magnet weight increases roughly with the cube of pole 
diameter. In the low-energy, nonrelativistic range, particle 
energy varies with the square of orbit radius. Thus magnet 
weight for small cyclotrons is roughly proportional to the % 
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power of the energy: wt But for higher energies, 

particle energy approaches a linear proportionality with radius, 
and the magnet weight increases more rapidly, approaching the 
relation wt ^ T^. This rapid increase in weight and cost is the 
chief limitation on the practical maximum energy for synchro¬ 
cyclotrons. 

The magnetic circuit is of a basically simple structure, 
utilizing the H type frame with dual return circuits commonly 
employed for smaller cyclotrons. The frame consists of six 
elements; two poles, two yokes, and two uprights. The poles 
are cylinders, machined to a good finish, sometimes tapered to 
smaller diameter at the gap, and terminating in pole face disks 
which are contoured to give the radially decreasing field required 
for focusing. The yokes and uprights are rectangular machined 
forgings arranged to carry the load of the structure and to have 
a magnetic flux path as short as is practical. In the larger 
machines each of these six elements must be built up of several 
separate slabs, to keep the unit weight within limits required for 
handling and assembly. The precision required in flatness and 
parallelness of the gap is of the order of 0.01 in., a severe require¬ 
ment on machining such large structures. Figure 4-4 is an 
illustration of the Chicago magnet, showing the assembly. 

Exciting windings are stacks of fiat, layer-wound coils 
around the two poles divided into two identical coils symmetri¬ 
cally spaced from the gap. The chief variation in design is in 
the method of cooling the conductors. Examples exist of air- 
blast cooling, oil-bath cooling, and internal water or oil flow 
through channels in the conductors. 

The contouring of the pole faces to give a small radial 
decrease in field is illustrated in Fig. 4-5, taken from the Chi¬ 
cago design study report. Such contouring gives a correctly 
shaped field for only a narrow range of values of the jfield, due 
to the effects of saturation of iron. The numerical value of n 
in the region of acceleration varies smoothly from zero at the 
center to about 0.05 at large radii. Then as the field falls off 
rapidly near the pole edge, because of fringing effects, the value 
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of n rises sharply. A plot of n-value as a function of radius is 
also shown in Fig. 4-5. The sudden rise inn starts at about 75 
in. radius for the Chicago machine, and it reaches — 0.2 at 
76.5 in., and the limit of stability (n — 1.0) at 78 in. 

The n = 0.20 point represents the maximum limit for 
acceleration and defines the maximum energy. At this value of 
n a harmonic resonance occurs between the radial and vertical 
oscillations, and the radial frequency is just twice the vertical 
frequency. The beam “blows up” into vertical oscillations and 
is lost against the top and bottom surfaces of the D. Probe 
targets are located inside this radius, and deflection systems for 



Pig. 4-4. Schematic diagram of the Chicago 170-in. diameter 
synchrocyclotron magnet, showing the assembly of slabs and disks. The 
magnet is excited by two current carrying coils located symmetrically 
about the gap. 
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Fig. 4-5. Pole face contoui* of the Chicago magnet to provide 
the radially decreasing field needed for focusing, with a plot of flux 
density vs. radius at one value of excitation. The plot of n-value vs. 
radius illustrates the extent of the useful region of field. 

ejecting an emergent beam of ions must start their deflections 
here. 

Some ions may have small enough oscillation amplitudes 
to survive past the n = 0.20 resonance. If so, they may be lost 
by another harmonic resonance at n = 0.25 between the vertical 
oscuUation frecpiency and the orbital frequeiKiy. If ions survive 
both, they may reach the limit of stability at n = 1.0, where 
the paths become opening spirals. In one cyclotron an os¬ 
cillographic record of the radiation from the D’s showed three 
peaks, one corresponding to the resonance at n — 0.20, one at 
n = 0.25, and one for = 1.0. 
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4.4 Capture Efficiency 

The intensity of the resonant ion beam depends on the 
number of ions captured in stable synchronous orbits at the 
start of acceleration. Ions are emitted from a gaseous discharge 
source at the center of the chamber, quite similar to the source 
used in standard cyclotrons. Ions are accelerated in bunches 
during the frequency sweeps, so there is only a limited time 
interval in which ions emitted from the source can be accepted 
into stable orbits. The source is usually pulsed to provide the 
maximum steady ion output during a time which overlaps this 
acceptance interval. Ions formed during the pulse are drawn 
toward and into the D by the applied rf potential. Capture 
efficiency can be defined as the ratio of ions accepted into stable 
orbits during the acceptance interval to the maximum number 
possible with continuous operation at constant frequency. The 
calculation of capture efficiency is one of the principal objects of 
theoretical studies, and the primary problem in design is that 
of maximizing capture efficiency, or the effective duty cycle. 

Bohm and Foldy^® have worked out the theory of ion 
bunching and of capture in phase-stable orbits. Their analysis 
shows the limiting phase angles of particles for capture relative 
to the rf phase, and the frequency difference between applied 
frequency and the resonant ion rotation frequency which will 
be accepted. They compute the instantaneous probability of 
capture of an ion and integrate over the phase angle and the 
time interval representing the frequency difference to obtain an 
overall or time-average capture efficiency. 

Experimental measurements reported by Bohm and Foldy 
of beam intensity in the Berkeley 184-in. cyclotron as a function 
of the rate of frequency modulation and the applied rf voltage 
(which determines the equilibrium phase angle) verify the 
theoretical predictions. The functional relations are in excellent 
qualitative agreement, and even the total intensities are in 
reasonable agreement with the computed estimates of beam 
intensity. Other operational results and further checking with 
the theory are described by Henrich, Sewell, and Vale.^^ Still 
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further confirmation comes from the University of Chicago 
measurements and tests. These results are sufficient to show 
that the mechanism of ion bunching and capture is reasonably 
well understood. 

4.5 Radiofrequency Oscillator 

The variable frequency system for powering the D in a 
synchrocyclotron depends for its frequency variation on the 
mechanical modulation of the resonant D circuit by a rotating 
variable capacitor. The rf power to drive the circuit comes 
from a closely coupled, self-excited oscillator, which must have 
broad band characteristics to cover the wide frequency range. 
A range of frequency modulation of over 30 % is required for 
high-energy protons in the larger machines, and if both protons 
and deuterons are to be accelerated with the same rf system, the 
range extends over a factor of 2 or more. The numerical values 
of frequencies extend from about 30 Me (low-energy proton 
resonance at a magnetic field of 20 kilogauss) to 10 Me (deu¬ 
terons of 300 Mev at 15 kilogauss). The quarter-wavelength 
of 30 Me radiation is about 8 ft, and so it is less than the physical 
dimensions of the chamber and electrodes. Tuning such a large 
physical system over this wide frequency range brings in many 
technical and electrical problems. 

Several methods of coupling the variable capacitor to the 
D circuit are discussed in the paper by Schmidt^® which describes 
the system used for the model tests on the 37-in. magnet. The 
method used for the model, and the first system used for the 
184-in. machine,is shown in Fig. 4-6a. It is basically a half¬ 
wave resonant line, loaded with the D at one end and the 
variable capacitor at the far end of the D-stem and having a 
coupling loop to the oscillator located near the rf node. 

A revised rf system for large synchrocyclotrons was de¬ 
signed by MacKenzie.^^ It allows tuning over a wider frequency 
range to cover both proton and deuteron I'esonance. In this 
system a stub line is added behind the capacitor, with a grounded 
node at the end of the stub line. This is equivalent to making 
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the D circuit a three-quarter wavelength resonant line, and it is 
called the three-quarter-wave circuit, illustrated in Fig. 4-6b. 
In tuning over this broad frequency range the circuit shifts 
gradually from a three-quarter wave resonance at high fre¬ 
quencies to a quarter-wave resonance at low frequencies. 

For both systems described above the rotating capacitor is 
located externally to the cyclotron, in its own separate vacuum 
chamber. The primary problems are the technical ones of 
structural strength in rotation and electrical insulation of the 
rotor. Leads and brushes must be designed for low rf resis¬ 
tance. Maximum capacitance requires close spacing of the 
blades, and spark breakdown between blades is a limitation; 
smooth rounded corners, highly polished surfaces, and fast 
pumps which result in a good vacuum are essential. 

Smaller cyclotrons can use a simpler arrangement of the 
rotating capacitor known as the quarter-wavelength circuit and 
illustrated in Fig. 4-6c. The capacitor is located at the back of 
the D, which is supported on two quarter-wave stub lines, where 
it effectively tunes the electrical length of the quarter-wave 
system. In this location the capacitor is within the cyclotron 
vacuum chamber and rotates in the magnetic fringing fields at 
the edge of the poles. The same basic design of multiple, 
parallel plates is employed. At Rochester the capacitor blades 
are made of ceramic and are silver plated to reduce eddy current 
heating due to rotation in the magnetic field. 

In the Columbia University installation a modification of 
the quarter-wave cavity resonator is used, even though dimen¬ 
sions are so large that the D-stem stub lines reduce to zero 
length. The capacitor is located along the leading edge of the 
D in the strong magnetic field between poles, illustrated in Fig. 
4-6d. Two rows of rotor blades are used for symmetry, one 
above and another below the D. Rotor diameter is small, to 
fit in the small space between the D surface and the pole face. 
The capacitor is used at maximum effectiveness when located at 
the open end of the quarter-wave resonator where voltage is a 
maximum, so its capacitance can be a minimum. This system 
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Fig. 4-6. V ariable frequency rf systems for the synchrocyclotron. 

(a) Half-wave resonant B-line with variable capacitor at end of D-stem; 

(b) three-quarter wave system using variable capacitor and quarter- 
wave stub line; (c) quarter-wave D-stems with variable capacitor at 
back of the B; (d) quarter-wave B with variable capacitor on the di¬ 
ametral face of the B. 
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is essentially free from, possible parasitic oscillations and is the 
only system which could in principle be extended to indefinitely 
large pole face diameters. Eddy current problems have been 
severe, and also the maintenance of the shaft bearings, but the 
development is now essentially completed and results in reson- 
ably satisfactory operation. 

4.6 Vacxxuin Chamber 

The vacuum chamber is little more than a shell surround¬ 
ing the pole face disks, and supports atmospheric pressure only 
on the side surfaces. A typical chamber is that for the Roches¬ 
ter machine, shown in the sketch of Fig. 4-7. The chamber 
walls are constructed of nonmagnetic stainless steel plates, 



Fig. 4-7. Vacuum chamber for the Rochester synchrocyclotron. 
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welded to form the chamber shell, and including large side 
ports for inserting the D and for mounting pumps, ion source, 
probe targets, and other equipment. 

Vacuum engineering has reached a high stage of develop¬ 
ment in synchrocyclotron laboratories, including many satis¬ 
factory types of vacuum seals, flexible joints, and other devices. 
The large ring seals between pole disks and chamber wall are 
made with packing rings to compress small rubber gaskets. 
High-speed pumps, attached through large manifolds and 
baffles, are required to maintain suitably low chamber pressure 
in such a large volume. Pressures of better than 1 X 10~® mm 
Hg are required. 

Electiical discharges between the D and ground have 
caused considerable trouble in most large chambers. The 
mechanism of the discharge is not clearly understood. It re¬ 
sembles the cumulative ‘'blue-glow’’ discharge common in 
standard cyclotrons, but is incident at considerably lower 
voltages and lower pressures in the large volumes surrounding 
the D in synchrocyclotrons. It seems to involve electron os¬ 
cillations and positive ion orbits in the large spaces available. 
It can be restricted by reducing the volume available for dis¬ 
charge by inserting copper sheet liners close to the D and 
D-stems. The most satisfactory method of suppressing this 
low-voltage discharge is to apply dc electrical bias to the D, or 
to other suitable electrodes, to sweep out the ions and electrons 
which originate the discharge. To accomplish this, most de¬ 
signers have provided that the D be insulated from ground, so 
that such a clearing field can be obtained by direct dc biasing of 
the D. Others use grids of wires, installed on the copper liners 
surrounding the D, which are maintained at suitable potentials 
to provide a clearing field. 

4.7 Target Arrangements and Beam Properties 

The simplest targets to use in the synchrocyclotron are 
probes inserted from the edge on the median plane, which are 
struck by the expanding ion beam. The radial location is a 
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measure of the ion beam energy. Charged particles produced 
in the target are deflected in the magnetic field; protons and 
positive mesons curl inward, and negative mesons curve out¬ 
ward. In the early days photographic emulsions suitably lo¬ 
cated (and shielded) were used to detect and observe tracks of 
the mesons. Fast neutrons, gamma rays, and neutral mesons 
travel tangentially away from the target and can traverse a port 
in a thick shielding wall behind which detection instruments are 
located. 

Experimental arrangements in modern meson-producing 
synchrocyclotrons take full advantage of the magnetic field 
around the probe target. Mesons coming from the target are 
deflected and analyzed so that they emerge from the field in 
directions determined by meson energy. Shielding walls are 
located close to the target, with channels arranged to transmit 
well-defined energy groups. Both positive and negative mesons 
can be obtained in separate beams. For some energy groups 
the magnetic field has some focusing properties. It can be 
combined with external magnetic lenses to concentrate intensi¬ 
ties on the channel. In this way meson beams have been ob- 
obtained from the Chicago machine having fluxes of 10^ mesons/ 
cmVse<3. 

The time-average beam intensity at the probe target is of 
the order of 1 microampere for most large machines. It con¬ 
sists of repeated bursts of pulses at the frequency of the applied 
rf, extended over a time of the order of one or more phase os¬ 
cillations (1000 to 10,000 pulses), so the duration of the burst 
is about 0.1 msec. The bursts are repeated at the cyclic repeti¬ 
tion rate of the rotating capacitor, between 60 and 300 rps. 

The deflection of resonant ions to produce an emergent 
beam is complicated by the fact that the change in orbit radius 
per turn during acceleration is extremely small. The deflector 
septum and applied dc deflecting field successful mth the stand¬ 
ard cyclotron cannot be used. Furthermore, the beam blows up 
into vertical oscillations at the radius of the n = 0.2 point, so 
that it does not spray outward as in the cyclotron. However, 
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the properties of the orbits caused by the particle oscillations 
can be used to assist in ejection of a beam. Hadial phase 
oscillations have amplitudes of several inches, and radial free 
oscillations occur of the same magnitude. These can be excited 
to larger amplitudes, sufficient to throw the beam into wide 
oscillations. 

The most successful ejection system, developed at Ber¬ 
keley, uses a pulsed electrostatic field to excite radial free os¬ 
cillations. See Fig. 4-8. The deflector consists of four curved 
bars, spaced so the beam can expand out to the space between 
the bars on the median plane before pulsing. The dc pulse 
forces the ions inward, and after about one turn, they have 
swung out to their maximum radial amplitude, which is several 





Eig. 4-8. Pulsed electrostatic deflector system 
for the Berkeley synchrocyclotron with the magnetic 
shield used to guide the emergent beam. 
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inches larger than the radius of the deflector bars. At this lo¬ 
cation the ions enter a magnetic shielded channel in which their 
paths are rapidly opening spirals, so they emerge from the 
chamber. The voltage pulse is on for a time approximately 
equal to the one revolution of the ions, about 0.1 microsecond. 
The magnitude of the field is the order of 75,000 volts/cm, 
requiring pulses of ±100,000 volts on the two sets of electrodes. 
This is supplied by a very-high-voltage pulse transformer. The 
efficiency of the deflector is low, giving a useful ejected beam of 
the order of a few per cent of the circulating beam in the cyclo¬ 
tron. The advantage of having such an emergent proton beam 
outside the shielding walls is significant for some types of 
studies. The chief disadvantage is the short pulse length, which 
makes the emergent beam impractical for electronic counter 
experiments. 

A simpler method of obtaining an emergent beam which 
has the advantage of a much longer duty cycle, but gives con¬ 
siderably smaller intensity, is the scattering target. Particles 
scattered by a thin probe target through small angles are set 
into free oscillations. Some of these will have the right direc¬ 
tion and amplitude to enter a magnetic shielded channel for 
further deflection. Intensities are the order of a few per cent 
of the electrostatic pulsed deflector output, but they are better 
adapted to counter experiments since the output consists of a 
sequence of rf pulses spread out over several milliseconds. 
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Linear Accelerators 


5-1 Characteristics of Linear Acceleration 

The linear accelerator uses an oscillating electric field 
applied to a linear, periodic array of electrodes, with a constant 
applied frequency which is in resonance with the motion of the 
particles. Particles are accelerated in a straight line, rather 
than in the circular orbits of magnetic accelerators. Electrode 
spacings are arranged so that particles arrive at each gap be¬ 
tween electrodes in the same phase of the electric field and so 
experience an acceleration at each gap. 

The chief advantage of the linear accelerator lies in the 
excellent collimation of the emergent beam, as compared with 
the spreading emergent beams from circular accelerators. The 
small size of the target spot and the high beam density improve 
and simplify many types of experiments, such as studies of small 
angle scattering and angular distributions. Shielding problems 
are simplified by the opportunity to use small channels in the 
shields, and background intensity due to scattered radiation is 
more easily controlled. 

At a few Mev energy the chief disadvantage is the broad 
spread in energy of the beam, resulting from the variation in 
phase at which particles cross the gaps. Direct voltage ma¬ 
chines such as the electrostatic generator produce much better 
energy uniformity. At higher energies linear accelerators be¬ 
come physically long, and a multiplicity of rf power sources 
is required to supply the extended electrode system. Increased 
costs of high-frequency power equipment and the difficulties of 
phase adjustment of many parallel units become the limitations. 

Design problems differ for accelerators of electrons or of 
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protons, as they also do for circular accelerators. In the earliest 
designs, only rather heavy positive ions qould be used, owing to 
the limitations of the available high-frequency po\ver supplies. 
With the steady improvement of rf power sources during the 
past decade, it has become possible to build practical accelerators 
for protons and also for electrons. Proton accelerators use 
relatively low frequencies (50 to 200 Me) because of the low 
proton velocities during most of the acceleration. Electrons 
attain the velocity of light at modest energies and can be ac¬ 
celerated in small structures which are resonant at microwave 
frequencies (3000 Me). These structures are best described as 
waveguides, rather than arrays of electrodes, and particle ac¬ 
celeration can be described in terms of the wave properties of 
the field. In such a waveguide the electrodes are replaced by 
diaphragms which load the guide so that the phase velocity is 
made equal to the electron velocity. The applied rf electric 
fields set up standing or traveling waves in the loaded wave¬ 
guide. A group of electrons riding this wave \vill pick up 
energy continuously, similar to the motion of a surfboard doivn 
the advancing front of a water wave. 

Beam intensity can be significantly higher in an electron 
accelerator than in a proton accelerator. This is based on the 
fact that protons exert repulsive space-charge forces on each 
other, tending to diverge the beam, whereas these forces reduce 
to zero at the relativistic velocities of electrons so that an 
electron beam does not tend to diverge. Purthermore, the 
technical problems of producing a high-intensity electron beam 
(from hot cathodes) are much simpler than those for positive 
ion sources. 

In addition to the technical advantages, designers have 
also hoped that linear accelerators might be less expensive than 
circular magnetic accelerators. This possibility is based on the 
(approximately) linear proportionality between cost and energy 
as length is extended. Circular accelerators, on the other hand, 
require magnets for which the cost increases roughly with 
(for relativistic particles). This difference in the cost equations 
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suggests that linear accelerators might become more economical 
at sufhciently high energies. However, the several sequential 
developments of magnetic accelerators, from the cyclotron with 
its solid core magnet, to the synchrotron with its much lighter 
ring magnet, to the alternating gradient synchrotron, which still 
further decreases magnet dimensions and cost, have retained the 
economic advantage of the magnetic accelerators up to the 
present. 

The linear accelerator has not yet been extended into the 
Bev range. However, the need for high-energy electrons of 
several Bev energy is now becoming evident, and circular elec¬ 
tron accelerators suffer from a limitation due to the rapid in¬ 
crease in the energy lost by radiation at these very high energies. 
So it seems possible that the linear accelerator may eventually 
' prove to be a practical means of attaining really high electron 
energies. 

5.2 Early Designs 

The first linear accelerator, described by Widerde^^ in 
1929, was the forerunner of all resonance accelerators. It con¬ 
sisted of two cylindrical electrodes to which an alternating volt¬ 
age was applied, with a frequency which allowed electrode 
potentials to be reversed during the time required for the heavy 
ions (K"*' and Na"^ ions) to traverse the first electrode, resulting 
in two accelerations and a final energy twice that obtained in a 
single gap. 

Sloan^^’^'^ and others extended the development to ten or 
more electrodes but were limited by existing radiofrequency 
techniques to frequencies which restricted the application to 
relatively heavy ions (Li"^, Hg"*"'*', etc.) and to quite low energies 
(1 to 2 Mev). The electrodes were connected alternately to two 
bxis bars supplied by the rf power source. This elementary form 
of the linear accelerator is illustrated in Fig. 5-1. Since they 
could operate only at relatively low frequencies and with heavy 
ions of low energy, the usefulness of these early accelerators in 
nuclear research was insignificant. 
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Fig. 5-1. Early linear accelerator. Spaciiigs between 
cylindrical electrodes increase with increasing particle velocity. 

The separation L between accelerating gaps is the dis¬ 
tance traversed by the particles during one-half cycle of the 
applied electric field. So the length is given by: 

L = W/ (5-1) 

where v is particle velocity and / is the frequency. Each time 
a particle crosses a gap, it finds an accelerating field, so the 
energy increases by an increment Fee, where Ve is the voltage 
across the gap at the instant the particle crosses. 

At low energies, velocity increases as the square root of 
the energy, so successive gap separations must increase in a 
sequence proportional to the square roots of integers. For a 
particle to be in exact resonance and to obtain the same energy 
increment VeC on each traversal, the gap separation distance 
Z/i for the ith electrode is given by: 

At relativistic energies particle velocity approaches the 
velocity of light, and gap spacings become constant: 

i-i = ^ = X/2 (5-3) 

where X is the wavelength of the applied radiofrequency on the 
electrode system. Electrodes would be spaced at half-wave¬ 
length intervals. 

The energy increment comes from an oscillating field 
given by: 



F. = F sin <l>e 


(5-4) 
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where V is the peak applied rf potential difference across the gap 
and <f>e is the phase at which the particle crosses the gap. Choice 
of the sine function is equivalent to defining zero phase as the 
instant when voltage is zero and increasing toward the polarity 
which provides acceleration. 

For more generality we recognize that the accelerating 
potential may vary along the length of the accelerator. We 
can describe this by a relation: 

y = F, (5-5) 

where V/ is the voltage across the final gap and Z/ is the total 
length of the accelerator. The parameter k defines the type of 
variation with distance. If /c = 0, voltage is constant on all 
gaps; if /c = voltage increases with the velocity and with gap 
spacing, and so the average electric field along the axis is con¬ 
stant; if /c = 1, voltage increases linearly with distance along 
the accelerator. 

The early linear accelerators (before 1945) used constant 
voltage per gap (k = 0). The gaps between tubular electrodes 
were short, and the lengths of the electrodes increased with 
as given by Eq. 5-2, so that the positive ions spent most of their 
time in the field free regions inside the electrodes or ‘‘drift 
tubes.” Relatively few electrodes were used (10 to 30) so the 
precision of spacing was not critical. Resonance was main¬ 
tained by an experimental balance of the applied voltage V to 
the value required by the electrode spacing. The phase (f>e was 
close to 90°, so that only particles which crossed the gaps when 
the voltage was near maximum would remain in resonance. 

5.3 Phase Stability 

By 1945 two factors combined to provide a major change 
in the design of linear accelerators. The intensive development 
during World War II of ultra-high-frequency radar techniques, 
with an improved understanding of the properties of waveguides 
and the development of pulsed power sources, extended the 
available frequency range into the microwave region. At these 
high frequencies (up to 3000 Me) linear accelerators became 
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practical for light positive ions and for electrons. At the same 
time the proposal of the principle of phase stability by Mc¬ 
Millan^ and Veksler^ allowed the linear resonance principle to 
be modified to obtain synchronous stability during acceleration. 
These factors have resulted in a new class of phase-stable ac¬ 
celerators, both for protons and electrons, using very high peak 
power and pulsed with a short duty cycle. 

Phase-stable synchronous acceleration can be obtained in 
the linear system of electrodes under certain conditions. Os¬ 
cillations in the phase of crossing the gaps occur in a manner 
entirely similar to that applying to the synchrotron and de¬ 
scribed in Chaps. 2 and 3. One value of voltage across the gaps 
is correct for resonance with the periodic structure, the value 
Ve used in Eq. 5-4, associated with an equilibrium phase angle 
4>e . In general the peak voltage across the gaps, Vm , will be 
greater than Ye , and in practice a value of twice the equilibrium 
value is common, which means that <f>e = 30°. 

To show the existence of phase stability consider a particle 
crossing the gap at another phase, illustrated by the point ti on 
the voltage-time graph of Fig. 5-2, when the voltage is higher 
than Ve . This particle will gain more than the correct amount 
of energy, will have a higher velocity, and so will take a shorter 
time to reach the next accelerating gap. The resultant phase 
shifts at the second, third, etc., gaps will eventually reduce the 
energy per acceleration until it reaches the equilibrium value. 
This process is illustrated by points t 2 , tz, etc., in Fig. 5-2. 
The accumulated excess energy will continue the phase shift so 



Fig. 5-2. Phase relations in linear acceleration. 
Phase oscillations are centered around an equilibrium 
phase <pe and a voltage F« on the rising side of the voltage 
wave. 
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the particle gets less than the equilibrium acceleration, and the 
situation is reversed. The resultant motion is a stable oscilla¬ 
tion of phase about the equilibrium value. 

The region of stability in phase focusing is centered about 
a phase <}>e when the voltage across the gap is increasing. The 
alternate position Avith decreasing voltage would lead to in¬ 
stability. This situation is just the reverse of that required for 
phase stability in the synchrotron. 

A consequence of the stable phase being on the rising side 
of the voltage Avave is that the particles experience lateral de- 
focusing. This can be understood in terms of the change in the 
electric field in the gap during the time required for the particle 
to cross the gap. The shape of the electric field in a gap betAveen 
cylindrical electrodes is illustrated in Fig. 5-3. Particles which 
are displaced from the geometrical axis experience convergent 
forces as they enter the gap and divergent forces as they leave. 
Since the magnitude of the electric field increases Avith time, 
near the stable phase position, the divergent forces predominate. 
The result is a radial or lateral defocusing of the beam. Special 
axial focusing devices are required to compensate for this effect. 
Furthermore, even though such axial focusing is provided, some 
of the particles Avill perform radial oscillations so that they 
traverse slightly longer paths than a particle on the axis, which 
means that they Avill acquire a phase shift relative to the axial 
particles. 



Fig. 5-3. Electric field between cylindrical electrodes showing 
convergent forces acting on nonaxial particles when entering the gap 
and divergent forces on leaving. In the linear accelerator the divergent 
forces are stronger owing to the increasing electric field while the particle 
is crossing the gap. 
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As particle velocity increases, the magnitude of the de- 
focusing effect becomes smaller, and when particles reach the 
velocity of light, they are in neutral equilibrium. This can be 
understood by noting that when the velocity of the particle 
becomes equal to that of the traveling electric wave no phase 
difference can develop between particle and field while crossing 
a gap; the converging and diverging forces ai*e now identical. 
So electrons are subject to defocusing forces only in the early 
stages of acceleration where their energy is below 1 or 2 Mev. 
Protons, however, will experience some defocusing over the 
entire acceleration. 

5.4 The Linac 

The prototype of the modern proton accelerator, known 
as a linac, was developed by Alvarez^^ and his associates at the 
University of California Radiation Laboratory, paralleling the 
development of the electron synchrotron in the same laboratory 
by McMillan. Construction was started in 1946, and a proton 
beam of 32-Mev energy was obtained in 1948. 4Te machine 
has been in use since that date as a research tool. 

In the hnac tubular electrodes of increasing length are 
used as in earlier accelerators, but the resonant circuit used to 
provide a rf potential across the gaps is considerably modified 
to improve the electrical efficiency of the system. The electric 
circuit is made in the form of a hollow, cylindrical cavity with 
the electrodes mounted along the axis, having distributed induc¬ 
tance and capacitance, rather than the lumped constant circuit 
which was illustrated previously in Fig. 5-1. 

A resonant cavity of this type has several modes of os¬ 
cillation, vnth different electrical efficiencies, Q. Three possible 
modes are illustrated in Fig. 5-4, in which the gap spacings are 
respectively 1, and 2 wave lengths of the electric waves in the 
cavity, or in which the spacings are given by and 2/5X, 

where ^ = v/c and X is the wavelength. The first case, in which 
Z, — = 3^u//, is identical with the mode used in the early 

accelerators. It can be noted that large circulating currents 
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(a) 




L = 2jSX 


(c) 

Fig. 6-4, Modes of oscillation of a resonant cavity formed of a 
tubular outer conductor and coaxial cylindrical drift tubes, (a) L — 
large currents exist in the supporting diaphragms; (b) L = 
circulating currents are confined to the tubular surfaces; (c) L = 2/3X, 
alternate mode when longer drift tubes are desired. 

must exist in the stems or diaphragms which support the elec¬ 
trodes, leading to large losses or a low Q. The L ^ I3\ mode 
requires circulating currents only along the electrodes and on 
the inner wall of the surrounding cavity and has a much higher 
Q. In principle each unit cell of the system, contained between 
the dotted lines at the location of the electrode stems or supports, 
is a system resonant at the impressed frequency. The spacing 
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between gap centers is one guide wavelength, and the polarities 
and phases are the same in each gap. The 2/5X mode is an alter¬ 
native with much the same electrical properties except that the 
spacing is two guide wavelengths. It would become useful in 
the case where particle velocity is low and the distance of travel 
during one period of the radiofrequency would recpiire an 
impractically short electrode length with the /3X mode. 

Electrode dimensions of the Berkeley linac were chosen 
to accommodate a beam diameter of 1 to 2 in., anticipating 
considerable spreading of the beam due to the delocusing forces 
and scattering due to the thin foil focusing devices planned to 
compensate for such defocusing. Drift tube electrodes with 
this internal aperture could not be shorter than about 4 in. 
because of the penetration of fields in the aperture. The injec¬ 
tion energy was 4 Mev, the maximum possible with an electro¬ 
static generator. These parameters determined the operating 
frequency, taken to be 200 Me, and the linear dimensions of the 
electrodes. The gaps were made one-third of the electrode 
lengths, and the thirty drift tubes occupied a total length of 
about 40 ft. 

The structure is a large resonant cavity 40 ft long and 
about 4 ft in diameter, with the array of drift tubes of increasing 
length mounted along the axis. This cavity resonates efficiently 
in the /3X longitudinal standing wave mode, such that each elec¬ 
trode is in the center of a one-wavelength sub-unit of the cavity 
which is resonant at 200 Me. The resonant frequency is main¬ 
tained constant along the structure, in which gap spacing in¬ 
creases with proton velocity, by suitably decreasing the external 
diameter of the drift tubes which affects the capacitance in the 
unit cell. The accelerator is illustrated in Fig. 6-5. 

Surplus radar tubes and power supplies were made avail¬ 
able to the Radiation Laboratory by the IJ. S. Signal Corps. 
This equipment was chosen because it was adapted to the 200- 
Mc frequency. The rf power supply consists of thirty oscillator 
tubes coupled with small loops through the side of the 4-ft cavity 
at each sub-unit. The tight coupling of the resonant sub- 
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Fig. 5-5. Schematic of proton linac showing drift tubes 
of increasing length and decreasing diameter to maintain reso¬ 
nance at constant frequency. 


cavities maintains a constant phase for the thirty oscillators. 
Tubes are excited in parallel from a master oscillator at 200-Mc 
frequency. Plate power for the tubes is obtained from a pulse 
forming network producing a dc pulse of 500 microseconds dura¬ 
tion at a repetition frequency of 15 per second. 

Protons are first accelerated to 4 Mev in a horizontal 
electrostatic generator, designed and built by C. Turner"'’ follow¬ 
ing the experience of Herb at the University of Wisconsin. The 
ion source is pulsed for 500 microseconds at the repetition fre¬ 
quency, resulting in pulse intensities of about 1 ma of protons. 
On injection into the linac along the axis of the drift tubes the 
protons are accelerated by an additional 28 Mev in the thirty 
gaps, acquiring a final energy of 32 Mev, the designed maximum. 
Phase focusing in the linac results in the 500-microsecond pulse 
being modulated at the 200-Mc frequency. The average current 
of 32-Mev protons during the pulse is about 0.5 ma, and the 
duty cycle results in a time-average current of about 4 X 10 
amp. This is comparable with the output of a synchrocyclo¬ 
tron. 
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The method originally proposed and used by Alvarez to 
control defocusing in the linac was to mount thin foils at the 
entrance of the drift tubes. The electric field between a cylinder 
and a plane is always converging when the field is accelerating, 
as illustrated in Fig. 5-6, which removes the defocusing effect. 
The foils were made of Be (low Z') to minimize the small angle 
Coulomb scattering in the foil and were extremely thin to keep 
energy losses small. However, the rf discharges in the cavity, 
which accompany outgassing and conditioning of the surfaces, 
burned or tore the foils, so the method had to be abandoned. 
An alternative scheme used grids of Be metal strips in similar 
locations. These grids were specially shaped to leave the maxi¬ 
mum clear aperture along the axis and to have a high aperture- 
to-grid bar ratio. The grids successfully resisted the discharges, 
but beam intensity has reduced because the grids intercepted a 
significant fraction of the beam. Eventually all grids were 
removed except a few in the early drift tubes, so total beam 
intensity was not reduced below 50 %. However, this compro¬ 
mise resulted in an undesirable increase in the beam spot size. 

One other linac is under construction, by Williams, at the 



Fig. 5-6. Convergent forces on acceleration between 
a cylinder and a plane electrode or grid. 
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University of Minnesota. It is designed for 50- to 80-Mev 
protons and uses the same resonance principle and the same 
basic design as the Berkeley linac. The major difference is 
in the use of resnatron tubes as oscillators to provide the 200- 
Mc rf power. These tubes are planned to yield 4 megawatts rf 
power output in a 300-microsecond pulse, or 8.5 megawatts in a 
40-microsecond pulse. Preliminary operation at 10 Mev using 
one resnatron was reported in February, 1954. 

Developments at the Harwell AERE Laboratory in Eng¬ 
land have culminated in a program for construction of a 600- 
Mev proton linear accelerator designed for extremely high beam 
intensities. With average intensities of the order of milliam- 
peres, rather than microamperes, the output of mesons could be 
expected to exceed by several orders of magnitude that obtained 
from synchrocyclotrons or other proton accelerators. The basic 
problem is the development of klystrons or other vacuum tubes 
to deliver the necessary high pulse power at 200 to 400 Me. 

5.5 The Focusing Problem 

One of the most useful applications of the principle of 
alternating gradient focusing, described in Chap. 7, is the use of 
magnetic or electrostatic quadrupole lenses to compensate for 
the defocusing forces in the linear accelerator. The properties 
of the 4-pole magnetic lenses are discussed in Chap. 7, where it is 
shown that a pair of such units forms a convergent lens for 
particles diverging in either transverse coordinate. The ad¬ 
vantage over the traditional solenoidal lens is in the smaller 
amount of iron or power required for a given focal length. For 
very high energy particles the solenoidal lens requires an exorbi¬ 
tant amount of power. 

Several investigators have installed such 4-pole lenses to 
collimate and focus the emergent particle beams from accel¬ 
erators. Cork and Zajec^^”’’ have applied it to the 20-Mev 
deuterons from the Berkeley cyclotron, with the result of de¬ 
creasing beam spot size on the target and increasing beam 
density by a factor of 30. Similar results were obtained with 



92 


HIGH-ENERGY ACCELERATORS 


the 32-Mev beam from the linac. The output beams from 
Van de Graaff accelerators at Oak Ridge, M.I.T., and several 
other institutions have been focused vdth such lenses. 

Blewett^® has proposed the use of alternating gradient 
focusing in the electrode structures of linear accelerators to 
cancel out the divergence of the beam continuously along the 
path of the particles. In his proposal 4-pole electrostatic lenses 
would be mounted inside the drift tubes, with the hyperbolic 
axis along the centerline. Electrostatic potentials would be 
lo til® four hyperbolic electrodes sufficient to compensate 
for the divergence due to the electric fields between drift tubes. 
The increasing length of the drift tubes allows an increasing 
length of lens unit, which is close to that required by the in¬ 
creasing energy of the particles to maintain the compensation. 
Calculations of the lengths and field strengths required for a 
typical linac are given in Blewett’s paper. Alternatively, mag¬ 
netic lenses could be used between drift tubes, but this involves 
a more complicated geometric structure. The use of external 
magnetic lenses allows the lens design to be independent of drift 
tube length (except for practical considerations of the electrical 
leads). However, it requires that the accelerator tube be small 
enough to fit between the pole tips, and it may be necessary to 
use lumped circuits rather than waveguides. 

A preliminary trial of the use of lenses inside the drift 
tubes has been reported by the Berkeley group, using the exist¬ 
ing drift tubes of the 32-Mev linac. The beam density on the 
target was increased by a factor of 20, and the total beam in¬ 
tensity was doubled relative to the best performance with the 
focusing grids. Although this correcting system was not ideally 
designed and insulation difficulties developed, it shows the 
potential usefulness of alternating gradient focusing in the linac. 

Future developments of linacs will probably incorporate 
the A.G. focusing technique, which offers an opportunity to 
eliminate the one serious flaw in previous accelerators. At 
Brookhaven and at Geneva (the CERN Laboratory) designs are 
in progress for linacs of about 50 Mev to be used as injectors 
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into the multi-Bev accelerators now contemplated in. these 
laboratories. 

5.6 Electron Linear Accelerators 

The special characteristics of the electron accelerator are 
based on the fact that electrons approach the velocity of light 
at relatively low energies {v = 0.98c at 2 Mev), and that with 
this constant velocity the spacings between accelerator gaps 
become equal. It is possible to build a resonant structure with 
much shorter spacings between electrodes, which takes on the 
characteristics of a microwave waveguide and allows the use of 
the techniques and power sources at 3000 Me developed in the 
radar field. The availability of magnetrons and klystrons with 
extremely high peak power ratings on pulsed operation at this 
frequency has made it possible to design electron accelerators 
for much higher energies than those developed for protons. 

Scientists and engineers in many laboratories recognized 
this opportunity. Development started in 1946 on preliminary, 
low-energy accelerators to test the principles and design concepts, 
at the Telecommunications Research Establishment (TRE) 
Laboratory in England, and at M.I.T., Stanford, Yale, Purdue, 
and other universities in the United States. The development 
centered on two major problems, the design of suitable wave¬ 
guides for the accelerating system, and the phasing of multiple 
pulsed power sources such as magnetrons or klystrons. The 
British results are mostly in the form of internal reports in the 
TRE and AERE (Harwell) Laboratories; the leader in these 
studies was D. W. Fry.^^ The M.I.T. project under the direc¬ 
tion of J. C. Slater has been reported in several publications.^^ 
The Stanford development started under the late W. W. Hansen 
and has been continued by Ginzton, Panofsky and others.^® 

The properties of a periodic array of uniformly spaced 
electrodes can best be described by considering the system to be 
a loaded waveguide, in which the phase velocity of the traveling 
wave is made equal to that of the electrons. The phase velocity 
of a wave in an open tubular waveguide is greater than the 
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velocity of light. In order to reduce it to the electron velocity 
c, the structure must be loaded with either lumped or distributed 
reactive elements. The usual method of loading is to insert iris 
diaphragms inside the tube, spaced periodically at some precise 
fraction of the desired guide wavelength. Such an iris-loaded 
tubular waveguide is illustrated in Fig. 5-7. 
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Fig. 5-7. Longitudinal cross section of circular wave guides 
for electron linear accelerators, (a) Iris-loaded wave guide for a stand¬ 
ing wave accelerator; diaphragms are located at intervals, the tt- 
mode. (b) Traveling wave waveguide. Diaphragms are located at 
34X intervals, the 7r/2-mode. 


The wave form propagated in such a periodic structure 
can be expressed as a Fourier series, in which only one of the 
components will have a velocity of propagation equal to the 
electron velocity. Other components will have different veloci¬ 
ties and will act only as rapidly oscillating perturbing fields on 
the electrons, so their effects cancel out. The wave which is 
propagated with the largest amplitude is that for which tlie 
spacing between diaphragms is half of the guide wavelength. 
This is called the 7r-mode, illustrated by Fig. 5-7a. If the struc- 




LINEAR ACCELERATORS 


95 


ture is terminated after a finite number of diaphragms, so that 
the waves are reflected from the ends, a standing wave is set up 
along the guide, consisting of two sinusoidal components which 
are out of phase by 180°. The guide acts like a resonant cavity 
for this frequency, with the diaphragms located at the nodes of 
the standing wave pattern. 

Another way of using the loaded wave guide is to employ 
a nonreflecting termination and to obtain a traveling wave. 
This can be considered as consisting of a sine wave and a cosine 
wave with a phase difference of 90°. The two components can 
be excited separately by feeding power into at least two suitably 
spaced points. In order to maintain symmetry in the fields, 
the diaphragms must be spaced at 90° phase intervals. This is 
described as the 7r/2-mode, shown in Fig. 5-7b. 

The relative advantages of the standing wave and traveling 
wave systems have been analyzed and discussed in detail by 
Slater,^® who finds advantages for the standing wave type at 
relatively low energies, and by Ginzton, Hansen, and Kennedy^® 
who conclude that the traveling wave type gives better power 
economy for the higher-energy accelerator at Stanford. A 
single, traveling wave results in higher electric fields, for a given 
power input, than a standing wave which has two out-of-phase 
components. On the other hand, the traveling wave can be 
maintained only in a guide operated in the 7r/2-mode, with 
diaphragms spaced at 90° phase points, so the resistive losses in 
the guide are larger than those in a standing wave tube which 
has half the number of diaphragms. Other comparisons involve 
details of diaphragm dimensions, methods of feeding power to 
the wave guide, and the power efficiency or Q of the cavity 
circuit. 

The Stanford linear electron accelerator is the only one 
which has been developed to really high energies. It has op¬ 
erated at 600 Mev. The design is described in a technical 
report of the Stanford Microwave LaboratoryThe 3-in.- 
diameter, 3000-Mc waveguide is 220 ft long, a length capable 
of accelerating to 1 Bev when the final full power supply is 
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installed. It is planned to have 22 klystrons feeding the wave¬ 
guide, each capable of maxinaum operation at 17 megawatts. 
In March of 1954 about fifteen were installed and operating at 
reduced power to give 200 megawatts peak pulse power over a 
pulse of 2 microseconds repeated at a rate of 60 per second. 
The maximum voltage gradient in the guide is 3,500,000 volts/ft, 
with an attenuation to one-third this value between klystron 
feed points. Phase focusing in the early stages of acceleration 
results in an energy spectrum with a width of 2 %. The meas¬ 
ured intensities at 600 Mev are about 10^^ electrons per pulse, or 
a time average beam current of 1 microampere. Higher in¬ 
tensities could be obtained by increasing the repetition rate or 
the injection intensity, and at lower energies beam currents of 
up to 10 microamperes have been observed. The opportunity 
of attaining really high intensities, by increasing rf power and 
improving the duty cycle, constitutes one of the principal ad¬ 
vantages of the electron linear accelerator over the several types 
of proton accelerators. 

The primary problem and chief limitation of the Stanford 
machine is in the development and maintenance of the klystron 
power tubes. At present maintenance time and costs are ex¬ 
cessive, making it difficult to operate at full power. With fur¬ 
ther development it can be hoped that this technical problem 
can be solved and the accelerator can be brought into operation 
at full energy. When this stage is reached, it will be possible 
to estimate the cost for extension to higher energies with more 
accuracy. Present estimates suggest that the cost of increasing 
the energy would be about $1000 per Mev. 



CHAPTER 6 


Th.e Proton Synchrotron. 


The proton synchrotron is the most recently developed 
accelerator and produces the highest-energy particles obtained 
to date. It is also the largest and most expensive. The Brook- 
haven cosmotron came into test operation in June, 1952, at a 
record energy of 2.3 Bev protons and was raised to 3.0 Bev in 
early 1954. The name is symbolic of the fact that this energy 
overlaps the energy range of primary cosmic rays. A photo¬ 
graph of the Brookhaven cosmotron before shielding was in¬ 
stalled is shown in the Frontispiece. The bevatron at the 
University of California Radiation Laboratory is nearing com¬ 
pletion and is expected to attain a proton energy of 5 to 6 Bev. 
Preliminary operation at 4.9 Bev was announced in March, 
1954. The cost of these machines, which is about two million 
dollars per billion volts, is high on the absolute scale, and has 
been subsidized by government funds. On a cost-per-volt 
basis, however, the proton synchrotron is the most economical 
of all accelerators, approaching a cost of 0.2 cent per volt. 

For the first time particle energies are available greater 
than the rest mass of nucleons (0.938 Bev) or of any known 
heavy mesons. Meson formation processes and the properties 
of mesons can be studied under controlled laboratory conditions 
at energies extending into the cosmic ray region. Early results 
suggest that it may be possible to produce and study many of 
the “strange’’ particles of cosmic rays. Scientists anticipate an 
exciting time during the early years of research with these great 
accelerators. 

The principle of phase-stable synchronous acceleration 
reaches its highest stage of development in the proton synchro- 
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tron. By combining the techniques used in earlier machines, 
their individual limitations have been side stepped, and a new 
range of energies has been made available. 

The synchrocyclotron, which has been so successful as a 
proton accelerator in the 100- to 500-Mev range, requires a solid 
core magnet. Magnet weight and cost increase roughly with 
the cube of pole face diameter. Power costs also increase with 
the volume of the field between poles or with the cube of diame¬ 
ter if dimensions are scaled. If a synchrocyclotron were to be 
enlarged to produce protons of several Bev energy, the magnet 
would become exorbitant in weight and cost. 

Magnetic electron accelerators such as the betatron or 
synchrotron have practical energy limits of the order of 0.5 and 
2.0 Bev respectively due to the rapid onset of radiation losses 
experienced by the orbiting electrons, as discussed in Chap. 2. 
The limit of acceleration is reached when the radiation loss per 
turn becomes equal to the maximum practical accelerating 
voltage per turn. The radiation loss increases with the third 
power of the ratio of total energy to rest energy, (E/Eo).' 
Because of the larger proton rest energy, the equivalent limiting 
energy for protons would be (1840)^ times larger than for elec¬ 
trons. At any energies considered to date the radiation loss by 
protons is negligible. 

So the proton synchrotron uses a ring magnet to reduce 
magnet cost, accelerates protons to avoid the radiation loss 
limitation, and operates on the principle of synchronous accelera¬ 
tion at constant radius. This extension of the principle was 
appreciated by machine designers in several laboratories, and 
several groups independently calculated the basic requirements 
and dimensional parameters. 

6.1 Historical Development 

The first proposal of a proton accelerator using a ring 
magnet, in which both magnetic field and frequency of the 
accelerating electric field are varied, was made by Professor 
M. L. Oliphant, of the University of Birmingham, England, to 



THE PROTON SYNCHROTRON 


99 


the British Directorate of Atomic Energy in 1943. Because of 
wartime security restrictions, the proposal was not published at 
that time. It is reported in a detailed design study by Oliphant, 
Gooden, and Hide^^ published in 1947, accompanied by a the¬ 
oretical analysis of orbit stability by Gooden, Jensen, .and 
Symonds.^^ An accelerator for protons of 1.0 Bev following 
these designs has been under construction at the University of 
Birmingham for some years. Professor Oliphant’s return to his 
native Australia and the untimely death of Dr. Gooden, the 
chief scientist on the project, slowed progress toward completion 
of this machine, which was the first proton synchrotron to be 
started. Because of this early start, the basic magnet design 
was frozen and construction ordered before improved design 
concepts developed in the United States could be incorporated, 
and it lacks some of the advantageous features of the latter. 
However, construction is now complete, and preliminary opera¬ 
tion at 0.9 Bev was reported in the summer of 1953. 

Meanwhile, the principle of phase stability in synchronous 
accelerators was announced by McMillan^ and Veksler® in 1945. 
This principle led to the development of the synchrocyclotron 
and of the electron synchrotron, at the University of California 
and in several other laboratories. Both papers describe two 
techniques for synchronous acceleration, involving the use of 
frequency modulation for heavy particles or of an increasing 
magnetic field for electrons. Both papers also include the 
possibility of acceleration of protons at constant radius by vary¬ 
ing both frecpiency and magnetic field, but neither paper was 
primarily concerned with this more complicated application. 

Design studies for proton synchrotrons in the United 
States started early in 1947 in two laboratories supported by 
the U. S. Atomic Energy Commission. Dr. W. M. Brobeck,®** 
of the University of California Radiation Laboratory, made a 
preliminary report of a possible design for 10-Bev protons in 
1948, which was primarily a study of the practicability of a 
pulsed power supply for the large ring magnet required. The 
name bevatron was given to this billion-electron-volt accelerator. 
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Meanwhile, preliminary designs of a similar accelerator 
were started at the Brookhaven National Laboratory under the 
direction of the writer, on leave from the Massachusetts Insti¬ 
tute of Technology, as Chairman of the Accelerator Project. 
The stimulus to start this development came from Professor 
I. I. Rabi, of Columbia University, The early Brookhaven 
plans were reported in papers by Livingston'^'^ and others before 
the American Physical Society in 1948. As the design ap¬ 
proached completion, a description was published by Livingston, 
Blewett, Green, and Haworth^® in January, 1950. This machine 
was soon given the laboratory name of the cosmotron. 

Both the Berkeley Radiation Laboratory and Brookhaven 
were encouraged in these design studies by the Atomic Energy 
Commission officials responsible for research and development 
of instruments. When preliminary designs and cost estimates 
became available in 1948, a decision was made by representatives 
of the two laboratories and the AEC for the construction of two 
machines, a 2.5- to 3.0-Bev cosmotron at Brookhaven and a 
5.0- to 6.0-Bev bevatron at the University of California. In 
both laboratories teams of scientists and engineers were as¬ 
sembled to complete designs and proceed with construction. 
Many of the members of these teams have contributed im¬ 
portantly to the designs, and the results must be considered the 
products of the joint efforts of a large number of indivkhials. 

The Brookhaven cosmotron was first operated in June, 
1952, and was rapidly tuned up to the maximum energy possible 
with the available power supply of 2.3 Bev. A period of en¬ 
gineering consolidation and ‘hug-picking” brought it back into 
operation at the date of the dedication ceremonies on De(;emV)er 
15, 1952. Operation at the maximum designed energy of 3.0 
Bev was announced in early 1954. Months, and possibly years, 
of further improvement can be expected, following experience 
in the development of other accelerators. However, experi¬ 
mental use of the high-energy protons is already under way, and 
many scientists at Brookhaven and the surrounding universities 
are engaged in the development of detection devices and .in 
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performing experiments with the radiations coming from the 
machine. An unusually complete description of the final op¬ 
erating machine occupies a full issue of the Review of Scientific 
Instruments?^ 

Professor Oliphant^^ announced plans in 1950 to build a 
proton synchrotron at the University of Canberra, Australia, 
to reach 2.0 Bev energy. The original plans were of special 
design, in which a synchrocyclotron of 200 Mev was to be used 
as a source of ions for an “air-cored” synchrotron around the 
periphery. Oliphant called it a cyclo-synchrotron. No in¬ 
formation has been published beyond the preliminary report 
referenced above, but design and construction are reportedly 
under way on several of the components. 

6.2 Principle of Operation 

The principle of operation is basically the same as for the 
electron synchrotron. A fixed orbit radius is used, and a ring- 
shaped magnet produces a magnetic field across a doughnut¬ 
shaped vacuum chamber enclosing the orbit. The magnetic 
field increases with time as the protons gain energy to naaintain 
constant orbit radius. Ions are injected into the orbit at low 
energy when the magnetic field is small. Energy is supplied 
by an accelerating electric field applied across a gap at one or 
more points in the orbit. But unlike electrons, which approach 
the velocity of light at relatively low energies (v = 0.98c at 2 
Mev) and so have an essentially constant frequency of rotation 
during acceleration, protons do not reach constant velocity 
until they have much higher energies (v ~ 0.98c at 4 Bev), so 
their velocity and frequency of rotation increase during the 
entire acceleration interval. The applied electric field must 
synchronize with the ion rotation frequency. In the proton 
synchrotron the frequency must be modulated over a wide 
range (about 1 to 10), determined by the energy at injection 
and the maximum energy. This requirement of a variable 
frequency accelerating voltage introduces new and complicated 
technical problems in the design of the accelerating system and 
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of the high-frequency oscillator. Furthermore, there is no 
automatic stabilization at a fixed frequency and orbit radius as 
in the electron synchrotron, but, to maintain the constant orbit 
radius, the frequency must be programed or controlled at each 
instant to match the rotation frequency of the ions as they gain 
in energy. 

The same type of phase focusing exists as in the electron 
synchrotron, which bunches the particles about an equilibrium 
phase of the accelerating electric field. If the applied frequency 
is correct, the protons maintain a constant average orbit radius. 
But an error in frequency will cause the bunch of particles to 
gain energy at a rate not compatible with the increasing mag¬ 
netic field, and they will spiral inward or outward and be lost 
against the walls of the chamber. The schedule of frequency 
modulation required does not follow any simple law but depends 
on the time rate of increase of the magnetic field, which is itself 
a function of the constants of the power supply and the proper¬ 
ties of the magnet iron. So new problems of frequency control 
are encountered, which are unique to the proton synchrotron. 

Ions are injected into the orbit by an auxiliary accelerator 
that produces a short pulse of particles which are as well defined 
in energy and as closely collimated in direction as possible. 
Deviations in direction, energy, or timing of the pulse at injec¬ 
tion result in oscillations of the particles about the ideal circular 
orbits defined by the particle energy and the magnetic field. 
The amplitudes of these free oscillations, specified by the condi¬ 
tions at injection, determine minimum dimensions for the 
vacuum chamber and of the useful region of magnetic field. 
Focusing forces to produce stability are supplied by a radial 
decrease in magnetic field, limited as for the electron synchro¬ 
tron to the range in field index n of 0 < n < 1. The average 
value of n around the orbit determines the frequency of the 
radial and vertical free oscillations. For the range of ti-values 
used in practice (0.5 < n < 0.8) the frequencies are in the range 
0.7 fo to 0,9 fo where fo is the orbital frequency. These oscilla¬ 
tions are strongly damped in the increasing magnetic field. 
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varying in amplitude with So the dimensions of the 

envelope enclosing the ions are reduced to a final cross section 
of a few square centimeters. 

Oscillations occur in the phase at which particles cross the 
accelerating gap, and corresponding oscillations in energy are 
superimposed on the steady increase of energy with time. The 
energy variation results in radial phase oscillations so that the 
instantaneous orbit for each particle expands and contracts, 
centered on an equilibrium orbit defined by the applied fre¬ 
quency. Equations for computing the frequency of such phase 
oscillations are given in Chap. 2. This frequency is of the order 
of 0.01 jo at the start of acceleration and 0.0001 /« at maximum 
energy. This means that the particles require about 100 turns 
at the start and 10,000 turns at high energy to complete a phase 
oscillation. Some phase damping occurs during acceleration, 
sufficient to decrease the azimuthal extent of the bunch of ions 
to about half the original spread. Meanwhile the increasing 
field reduces the radial phase amplitude to about one-twentieth 
of the initial value. 

The magnet is powered with a pulse which gives a rise 
time to maximum field of about 1 sec, then is reduced to zero in 
an equal interval. Ions reach maximum energy at the peak of 
the magnet cycle, at which time they are directed against a 
target. Pulses are repeated as often as desired, limited by the 
ratings of the power supply. 

6.3 Ilesign Features 

The cosmotron was the first proton synchrotron to be 
completed, and much more information concerning it is avail¬ 
able than for the bevatron or other machines under construction. 
Accordingly, the description in this chapter of the dimensions 
and design parameters required for a proton synchrotron will 
refer to the cosmotron. The successful operation, with a mini¬ 
mum of difificulties in timing it up to high intensity, warrants 
confidence in the effectiveness of the design. 

The relativistic relation between particle kinetic energy 
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T, magnetic field B, and orbit radius R is given (Eq. 2-8) by: 

T" + 2E,T = cVbV (6-1) 

When T and Eq are expressed in Bev units and B is in webers 
per square meter (units of 10,000 gauss) the radius is given by: 

mx + 2Eo)f‘ 


R 


0.SB 


m 


(6-2) 


The first parameter to be determined is the flux density B. 
Iron-cored magnets have a practical limit on flux density set by 
saturation of the iron at roughly 18 kilogauss (1.8 webers/m'“). 
Laminated magnets, such as are required for pulsed operation, 
have other physical limitations due to eddy currents, lamination 
insulation, and space for clamps, which set the practical limits 
still lower. In the cosmotron bundles of laminations are ar¬ 
ranged radially around a circle, leaving wedge-shaped spaces 
between bundles at the orbit. The average field in the gap 
between poles has a maximum value of 14 kilogauss. At this 
average field some portions of the iron circuit have reached 
saturation. Alternate designs with closer packing of the iron 
might result in higher fields, but would involve a moi'e complex 
structure. The designer’s choice is based on minimizing cost 
for a given BR value. 

Equation 6-2 can be used to calculate orbit radius for tin; 
desired particle energy T, once the general design features are 
established and the maximum value of B is known. The orbit 
radius was found to be 30 ft for 3.0-Bev protons at 14 kilogauss 
for the cosmotron. 

As the design studies developed it became evident that 
there were several reasons for providing segments in the orbit 
free from magnetic field. A design of a synchrotron with 
straight sections between two semicircular halves of a ring 
magnet, called a race-track, had been proposed by Crane^^ and 
analyzed theoretically by Dennison and Berlin^® for the XTni- 
versity of Michigan electron synchrotron. In this analysis it 
was shown that two S5rmmetrically placed short gaps in the 
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niagaetic field would not cause defocusing nor set up excessive 
ion oscillations. The stability would be even better with four 
or more straight sections. Still higher-frequency angular per¬ 
turbations in the field such as those caused by magnet lamina¬ 
tions or bundles of laminations would have an insignificant 
effect on ion oscillations. So a design was chosen, at Brook- 
haven and also at Berkeley, in which the circular magnet was 
spaced into four quadrants joined by straight sections free of 
magnetic field. 

A field-free region is essential to accommodate the type of 
induction accelerator used in the cosmotron, or the tuned 
cavity used in the bevatron. Another is required for injection 
of the beam of protons from the source. A third is used to 
house pickup electrodes to detect the location and the timing of 
the rotating ion bunch. The fourth section is assigned to insert 
targets in the internal beam or, eventually, for ejecting an 
emergent beam of high-energy protons. In the bevatron the 
straight sections are also used as manifolds for the vacuum 
pumps on the chamber. 

The choice in the cosmotron was four 10-ft straight sec¬ 
tions, between quadrants of 30-ft radius. This length is ade¬ 
quate to provide a field-free region for the induction accelerator. 
Figure 6-1 shows a plan view of the machine illustrating the 
4-quadrant construction. 

Ions are accelerated to 3.5 to 4.0 Mev in a horizontal 
Van de Graaff electrostatic generator for injection into the 
cosmotron orbit. This generator is produced commercially by 
the High Voltage Engineering Corporation of Cambridge, 
Massachusetts and it gives a well-focused beam of protons, 
pulsed to high intensity for a time interval of about 75 micro¬ 
seconds, timed to overlap the desired injection time interval 
when the magnetic field has the proper value. The ion source 
is the high-intensity PIG (Philips ion gauge) type developed at 
the University of California. It has a peak pulsed output of 
about 3 ma of ions, of which about one-third consists of hydrogen 
atomic ions, or protons. The accelerated beam is analyzed into 
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components by a magnetic field which deflects the protons by 
25 . The mass-2 hydrogen molecular ions are deflected a 
smaller amount and fall on a pair of electrodes which are used 
to control the corona current to the generator terminal and so 
to regulate voltage. 

The analyzed and focused beam of protons is injected into 
the cosmotron at one of the straight sections by electrostatic 
deflection between a pair of curved electrodes spaced ^4, 
apart. The beam is deflected through an angle of 30° on an 
arc of 10-ft radius of curvature by the electric field, which 
requires a potential difference of about 30 kv. The inflector 
electrodes are mounted on guide rails with screw adjustments 
avadable from outside the vacuum chamber, so the vertical and 
radial positions can be set to any desired value. The most 
satisfactory position was found to be on the median plane at the 
extreme outside of the useful region of magnetic field, on an 
orbit radius of 372 in. corresponding to the location of = 1.0 

at injection time. Small deviations in proton energy or in the 
inflector field result in angular deviations at injection. Since 
mistiming of the pulse causes misalignment with the equilibrium 
orbit, these parameters are adjusted by the operator to give 
maximum beam intensity. 



Fig. 6-1. Plan view of cosmotron magnet and assembly. 
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Particle oscillations at injection have amplitudes deter¬ 
mined primarily by the angular divergence of the beam projected 
from the source, but may be increased farther by magnetic 
inhomogeneities or physical distortions of the orbit from sym¬ 
metry. Vertical oscillation amplitudes may increase if the mag¬ 
netic median plane, about which the oscillations are centered, 
deviates from the geometric center of the magnet gap. Initial 
radial amplitudes depend strongly on the time at which the beam 
is injected. There will be an instant at which the orbit radius 
for particles of injection energy will be identical with the radial 
location of the injector; if so, radial oscillations due to angular 
divergence will be centered about this circular orbit. At any 
later time the equilibrium orbit will be smaller, shrinking inward 
as magnetic field increases. The maximum allowable deviation 
in time occurs when the equilibrium orbit reaches the center of 
the chamber. Radial amplitude would then be equal to the 
full half-width of the chamber, and particles would just graze 
the inner wall. However, additional radial displacements occur 
as the particles develop phase oscillations, with an associated 
radial shift from the instantaneous orbit, so the time interval 
for acceptance is reduced somewhat below the above maximum. 

Choice of chamber dimensions requires evaluation of total 
oscillation amplitudes, anticipating the effect of errors in beam 
energy and direction, including a suitable time interval for the 
injection pulse to provide adequate intensity and allowing a 
reasonable factor of safety. The decision of the designers of the 
cosmotron was to specify a magnet gap of 9J'^-in. height and 
36-in. width, inside which a vacuum chamber could be located 
having a useful aperture of 6 in. by 30 in. This was estimated 
to allow a safety factor of about 3 in both dimensions. The 
justification of this choice is in the results. The observed beam 
was found to require less aperture than the chamber provides 
and defining slits which were installed temporarily to reduce the 
vertical dimension to 2 in. were still sufficient to allow a fraction 
of the beam to be accelerated. 

The time of acceleration, during which the magnetic field 
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increases from about 300 to 14,000 gauss, is a basic parameter 
whicli influences many other design constants. A short rise 
time decreases the average power consumption in the magnet 
(primarily due to heat developed in the windings), but requires 
higher applied voltage on the inductive magnet coils and so 
increases the peak kva requirements of the generator. Scatter¬ 
ing by residual gas in the chamber is reduced by a short rise 
time. The volts per turn required in the rf accelerating electric 
field depends directly on the rate of rise of the magnetic field. 
Cost of the rf accelerator unit increases with a high power of 
volts per turn, primarily because of the wide range of frequency 
modulation also required. The rise time chosen in the cos- 
motron design to balance these several factors is 1.0 sec, al¬ 
though an allowable range extends from 0.5 to 2.0 sec. 

The repetition rate is limited by the average power rating 
of the magnet power supply, and by the cooling system used for 
the magnet coils. The chief advantage of high repetition rate 
is the increase in the time-average beam intensity available for 
experiments. In the cosmotron the magnet cycle consists of a 
1-sec rise, a 1-sec fall, and a 3-sec rest, so pulses are repeated at 

5- sec intervals. The high-energy protons are ejected or directed 
against a target at the peak of the cycle and are available during 
a burst of a few milliseconds duration, which can be stretched to 
about 50 msec if desired. 

6- 4 The Ring Magnet 

The shape of the cosmotron magnet structure involves 
several unusual features. It is basically a C section with mini¬ 
mum size “window” for the 'windings. Choice of the C shape 
was influenced by the desire to provide ready access to the 
vacuum chamber around its entire outer periphery. Chamber 
assembly, maintenance, and vacuum testing are greatly simpli¬ 
fied, and pumps can be located as frequently as desired along 
the length of the chamber. High-energy ions and neutrons 
emerge tangentially from the accelerator around the circumfer¬ 
ence, with only thin window^s in the chamber wall for absorption 
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Fig. 6-2. Cross SGction of C-magnet and assembly 
of 3^-in. plates into blocks. 


and scattering of the radiations. The poleless C-shaped magnet 
circuit has minimum dimensions and weight, and requires only 
two accurately machined surfaces (the pole faces). The octag¬ 
onal outer shape is a compromise achieved by cutting off the 
corners of square plates in manufacture. A cross-sectional view 

is shown in Fig. 6-2. ^ n i rj. - 

The magnet is constructed of hot-rolled soft iron 

plate, ivith paper insulation between laminations to limit eddy 
curreiits. Calculations of the effect of eddy currents on field 
uniformity in the gap showed that J^-in. plate was satisfactory 
for the chosen rate of rise of field (averaging 14 kilogauss per 
second during the pulse). The laminations are stacked into 
bundles of twelve (about 6 in. thick), weighing about 6 tons 
each, for handling and machining. Each bundle is formed into 
a solid unit by straps welded across the outer edges of the plates. 
It should be noted that essentially no magnetic flux crosses 
tLse external welds, and, therefore, they do not increase eddy 
currents significantly. After assembly and welding of the 
individual bundles, the pole faces were machined to the precise 
dimensions determined by model tests to produce an n-value of 
0.6 across the gap. 
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On. delivery each of the 288 magnet units was put through 
an exhaustive magnetic test program, to determine the n-value, 
the location of the magnetic median plane, the remanent field, 
etc. A careful sorting and balancing procedure was used to 
assign a sequential order around the orbit, based on cancelling 
the extreme deviations and obtaining the most fine-grained 
distribution possible in the inhomogeneities. It is estimated 
that this procedure reduced the effect of the inhomogeneities on 
oscillation amplitudes by a factor of 3 below that which would 
have occurred with random stacking. 

The excitation windings for the magnet are located as 
close to the magnet gap as possible. One coil is located in the 
slot of the C-magnet, and a divided return coil is placed above 
and below the gap around the outside of the iron. In principle 
a single slot winding would be sufficient to produce the desired 
field in the iron. However, such a single coil would produce 
large external fields in the air outside and inside the iron ring, 
which would increase the stored energy. The return windings 
serve the purpose of confining the magnetic field closely to the 
gap between poles and within the iron magnetic circuit. 

Each quadrant is wound separately, with a total of 48 
turns. The four quadrants are powered in series to obtain 
identical currents. The conductors are heavy copper bars, 
formed with an internal channel through which water is circu¬ 
lated for cooling. Each bar of quadrant length (about 50 ft) 
has water connections at each end. The water cooling for the 
96 bars of each quadrant is supplied in parallel from water 
manifolds, through lengths of plastic hose to provide insulation. 
The water is pumped through a heat exchanger and a purifier 
system to maintain low electrical conductivity, with a flow 
sufficient to restrict temperature rise in the water to less than 
10°F. 

Dimensions of the conductors in the slot winding are made 
as small as practical, in order to fit within the narrow slot. The 
return windings located outside the magnet do not have as 
severe space limitations and are made 50% larger. 

End connections joining the slot winding and the return 
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windings are also water-cooled, formed with, silver-brazed right- 
angle joints at the corners. Heavy clamps are used to hold the 
conductors from shifting due to magnetic forces, and stiff springs 
between layers in the end connections allow takeup for expansion 
due to heating. 

The power supply for the magnet provides a pulsed current 
rising approximately linearly with time for 1 sec, then dropping 
to zero as rapidly as possible. This cycle is repeated at 5-sec 
intervals. At 14 kilogauss in the magnet gap, the total stored 
energy in the magnet is 1.2 X 10^ joules, while the heat dis¬ 
sipated per cycle is about one-fifth this amount. A method is 
required which will re-use the stored energy. The technique 
chosen is to use a motor-flywheel-generator-rectifier system, in 
which energy is stored in the flywheel to provide power during 
the pulse, and excess magnetic energy is returned to the fly¬ 
wheel between pulses. The ac generator and ignitron rectifier 
bank are rated for the peak kva load required for the pulse. 
This requires a nominal rating of 20,000 kva for the generator. 
The flywheel is designed to store about 10 times the energy 
required per pulse, so that its speed is reduced by 5% at the 
peak of the cycle. The motor will bring the speed back to the 
original value in the interval between power cycles, making up 
the energy dissipated in heat. It is rated for the average power 
demand. In operation, the bank of 24 ignitrons in a 12-phase 
circuit have their grids controlled to rectify the generator output 
and apply it to the magnet during the 1-sec acceleration interval. 
The ignitrons are then switched to inverter action to return the 
stored energy in the magnet (less heat losses) to the alternator- 
flywheel during the following second. 

Choice of voltage output for the generator fixes the num¬ 
ber of turns in the magnet winding. Manufacturers advised a 
rating of about 6000 volts for a generator of this rating, which 
will drop by 25 % under full load. Number of turns can be de¬ 
rived from the relation: 


V ^ N^-h N^RJ 
dt 


(6-3) 
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where Ri is the resistance of a 1-turn winding, and I is the cur¬ 
rent in this 1-turn. The total naagnetic flux (including the stray- 
field) and the rate of rise with time were determined from magnet 
model tests. Coil dimensions determine the resistance of the 
coil, and the ampere turns required were obtained from the 
model studies. The number of turns required for the cosmotron 
was found to be iV = 48 turns. 

The excitation to produce 14,000 gauss in the magnet gap 
was found to be given hy NI = 3.36 X 10^ ampere turns. The 
peak current in the 48-turn coil is J = 7000 amp. Resistance 
of the coil proves to be = 0.14 ohm, and the inductance varies 
during the cycle (due to the variation in permeability of iron) 
from 0.47 henry at the start, to a maximum of 0.80 henry at 
1000 gauss, and to a final value of about 0.25 henry. The time 
constant of this inductive circuit is of the order of magnitude of 
4 sec. However, the actual magnetic field rise is nolinear, 
starting at 16.5 kg/sec and falling to 9.8 kg/sec at 1 sec. The 
time cycle for voltage and current shown in Fig. 6-3 is computed 


Volts i 



magnetic field at the orbit. 
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from the magnet properties. The rate of change of magnetic 
field dB/dt determines the necessary volts per tnrn for ac¬ 
celeration, which is shown in Fig. 6-4 as a function of time 
during the accelerating interval. Also shown in Fig. 6 4 is 
the frequency-time cycle obtained from the magnetic field. 



Fig. 6-4. Ion rotation frequency and accelerating 
voltage per turn required during acceleration. 

6.5 Radiofrequency Accelerator 

The average energy increment required to maintain res¬ 
onance is about 1000 ev per turn. About twice this value is 
provided to allow phase oscillations to swing through their full 
range of stability. The accelerating potential is applied across 
a gap formed by a short insulating section. The requirements 
are, then, a rf voltage synchronized with the ion rotation fre¬ 
quency which starts at about 2400 volts peak at 0.35 l^c and 
extends to about 1400 volts peak at 4.20 IVtc following the 
frequency and amplitude schedules shown in Fig. 6-4. 

These accelerating potentials are modest as compared 
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with those used in cyclotrons or other resonance accelerators. 
But the wide range of frequency variation, by a factor of 1:12, 
and the requirement of following accurately a predetermined 
schedule, are unique features. 

The accelerating system for the cosmotron is essentially a 
rf transformer. A ferromagnetic core surrounds the particle 
orbit at one of the straight sections. The core material is a 
ferrite chosen to have a useful magnetic permeability at fre¬ 
quencies up to the maximum of 4.2 Me. Power is fed to a one- 
turn primary winding from a broad-band rf amplifier driven by 
an oscillator which is tuned over the frequency cycle. The 
particle orbits can be vizualized as one-turn secondary windings 
linking the transformer core. Each time a particle traverses 
the core, it experiences an electromotive force equivalent to 
that which would obtain in a one-turn secondary winding of 
the transformer. 

Another description of the accelerating system is that it 
is an induction accelerator, depending on the time rate of change 
of flux linking the particle orbit, as in the betatron. During 
most of its path the proton is within a grounded metal vacuum 
chamber. Only while it is traversing the insulating gap at the 
location of the flux core can it experience the electromotive 
force. The time rate of change of flux within the magnetic 
core linking the orbit at the instant the particle is crossing tlie 
gap determines the electromotive force and so the energy ac¬ 
quired by the particle. In this sense the ferromagnetic core 
linking the orbit is equivalent to the flux core in a betatron. 
The distinction is that protons in a cosmotron experience in¬ 
dividual accelerations, once each time they cross the gap, 
whereas in the betatron the induced electromotive force is 
maintained steadily around the entire orbit. 

A third way of describing the properties of the rf ac¬ 
celerator is that it is equivalent to a cavity resonator heavily 
loaded with material of high magnetic permeability and high 
dielectric constant. The cavity is the copper shield around the 
core, and the potential is developed across the insulated gap in 
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the vacuum chamber. If it were air filled, this cavity would be 
resonant at too high a frequency because of its small dimensions. 
If loaded with low-loss, high-dielectric material, as for the 
quarter-wave resonators used with electron synchrotrons, the 
resonant frequency would be lower, but the impedance would 
also be low at resonance. But when loaded with ferromagnetic 
material, the resonant frequency is reduced to a value smaller 
than the orbital frequency. The cavity is broadly resonant 
and has sufficiently high impedance that it can be driven at 
frequencies far off its resonance. 

The core material is a ferromagnetic ferrite, which is a 
semiconductor with conductivity about 10”^ that for metals, 
so eddy current limitations are extended to much higher fre¬ 
quencies. The relative magnetic permeability of this material 
is in the range between 500 and 100 over the frequency band 
used. It is available under trade names such as Ferroxcube 
(North American Philips Co.) and Ferramic (General Ceramics 
and Steatite Corp.). A variety of types are produced, with 
widely varying properties, and for many different applications. 
The electrical and magnetic properties of such ferrites are 
described by publications of the Philips Laboratories, and the 
particular application to the cosmotron is discussed by Blewett, 
Plotkin, and Blewitt of the Brookhaven staff in the published 
report.'^® 

Several thousand pounds of ferrite were used to construct 
the core, arranged in many picture frame units separated and 
insulated to limit eddy currents and to prevent standing-wave 
modes in the cavity. Each frame was assembled from bars (or 
rods) with ground surfaces cemented together to minimize air 
gaps in the magnetic circuit. 

The scheduled frequency cycle is derived from the mag¬ 
netic cycle and depends on the performance of the full-scale 
magnet under operating conditions. The variable frequency 
signal is generated by an electronically tuned oscillator in which 
the tuning is accomplished by varying the saturation, and hence 
the inductance, of a small ferromagnetic core in the oscillator 
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circuit. This saturable inductance is a toroid having two 
windings, a dc winding threading the toroid to produce the 
saturating flux in the core and a rf winding threaded through 
a hole cut in the side of the toroid with a figure-eight winding 
in which the dc flux cancels out. 

A diode network with twenty paralleling R-C circuits of 
different time constants, each controllable with dial-operated 
resistors, is used to produce a signal having the proper current 
versus time function. This output current is used to saturate 
the core. By tuning the time constants and amplitudes of 
these paralleling diode circuits, a time cycle can be produced 
which is within 0.1 % of the calculated frequency cycle over the 
full 1-sec interval. Furthermore, the controls can be used to 
trim the shape of the cycle at will. 

The frequency cycle must be triggered to start at the 
proper time and on the proper frequency to match the resonant 
frequency of the ions at injection. The timing signal is ob¬ 
tained by an integrating coil in the magnetic field, which ac¬ 
cumulates charge on a capacitor, and is used to trigger a biased 
thyratron, calibrated to initiate a pulse at the desired magnetic 
field. 

The variable frequency signal is used to drive a broad¬ 
band power amplifier, with three stages of voltage amplification 
and one power stage, in which two 50-kw power tubes are 
used in push-pull. This amplifier represents possibly the 
highest power system yet built for such a wide bandwidth, and 
many unusual problems were met and solved in the develop¬ 
ment. 

6.6 Vacuum Chamber 

The vacuum chamber is formed of four quadrants fitting 
between magnet pole faces, joined by four connecting straight 
sections. Each quadrant is a framework of nonmagnetic 
stainless steel laminations, with large thin sheets of Myvaseal 
plastic to form the vacuum wall. The structure is assembled 
on two 1-in. by 8-in. bars, bent to the curvature of the quadrant 
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which form the inner and outer faces of the chamber. Bridged 
across the 36-in. chamber width are several hundred flat steel 
bars J-^-in. thick and 2 in. wide, separated by gaps about 3^2 
wide, to form the top and bottom surfaces of the box. The 
2-in. wide bars are laminations to limit eddy currents in the 
surface. Each bar is attached by an insulated pin at either 
end. The 3^^-in. thick plastic sheet covering top and bottom 
surfaces is sealed against gaskets by clamp bars to provide the 
vacuum seal. The structure is economically designed to use 
the minimum steel section and results in an internal clearance 
between bars under vacuum of 6 in. Figure 6-5 is a sketch of 
the vacuum chamber showing its construction. 



Fig. 6-5. Cross section of the cosmotron vacuum chamber. 


The vacuum chamber boxes in the straight sections are 
joined to the ends of the quadrant chambers by large flexible 
nonmagneticj stainless steel bellows and have flap valves in¬ 
stalled to allow sections of the chamber to be isolated for vacuum 
testing. Many large ports and cover plates allow for the in¬ 
sertion of electrodes, targets, or other devices. One straight 
section box is of small cross section, with an insulating gap in 
the steel wall, used Avith the rf accelerator. Another is specially 
shaped on the outer faces to install the inflection plates. 

The pumping system consists of twelve identical high- 
vacuum pump stations, distributed around the chamber with 
three on each quadrant. Each station has a large manifold 
connecting to the chamber, a I'efrigerated baffle, a 20-in. silicone- 
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oil diffusion pump, a high-vacuum close-off valve, a booster 
pump, and all necessary valves and gauges. Four centrally 
located mechanical pumps supply the rough backing vacuum 
for the twelve diffusion pumps, with welded fore-vacuum lines 
distributed to the stations. 

Pump station units are interchangeable, and several 
spare units are maintained for replacement. The close-off 
valves allow a pump unit to be replaced without losing vacuum 
in the main chamber. The valves are pneumatically operated 
and are controlled electronically by overload gauges so that a 
pump can be closed off automatically if a leak develops or 
vacuum is lost overnight. The cosmotron can operate satis¬ 
factorily vdth several pumps removed, if need be. 

Vacuum plumbing is a major problem in all accelerators. 
In a chamber as large as the cosmotron, many safety devices 
and interlocks are required. All joints which have gasket seals 
are arranged with a double seal so helium can be circulated 
between gaskets to detect leaks (with a helium leak detector 
on the pump output line), or a rough vacuum pximp can be 
installed to control a leak until a maintenance shutdown is 
desirable. Alarm type gauges are located at each pump station, 
and operate pilot lamps at the control panel so the operator (;an 
check the vacuum system at a glance. 

Scattering by the residual gas in the vacuum chamlxer will 
result in some loss of ions from the beam. A theoretical study 
by Blachman-and Courant^® predicted that the loss in intensity 
during the early part of the cycle (maximum loss ocururring at 
about 10 Mev) would be adequately small for a (diamber pres¬ 
sure of 1 X 10 mm Hg. Measurements during early operation 
showed the loss to be negligible even at pressures of 2 X 
As a consequence of this tolerance to gas pressure, the vacnium 
problems in the cosmotron have been less troublesome than 
expected. 

6.7 Target Arrangements and Shielding 

Beam intensity in the cosmotron has exceeded expecta¬ 
tions. W^ith 1 ma of protons injected over an effective accept- 



THE PROTON SYNCHROTRON 


119 


ance time interval of about 30 microseconds, the number of 
protons available for acceleration is about 2 X 10^^ protons per 
pulse. The phase acceptance angle of tt radians allows about 
half of these to be bunched into stable synchronous orbits, or 
1 X 10^^ protons per pulse. The high-energy beam intensity 
has risen steadily since the initial operation from about 5 X 10^ 
to a present value of 1 X 10^° protons per pulse. This means 
that 10% of the available ions are retained and accelerated at 
high energy. At the present top energy of 3.0 Bev this repre¬ 
sents a time-average power in the beam of one watt. 

The high-energy beam can be diverted radially to strike 
a target in several ways. If the rf oscillator is turned off before 
the magnetic field reaches its peak, the particle will spiral inward 
at the rate of about 0.002 in. per turn or per 0.25 microsecond; 
so the beam will move radially inward by 1 in. in about 0.12 
millisecond. Or, a modulation of applied frequency can be used 
to shift the stable phase angle. This can increase the volts 
per turn, and the beam will spiral outward toward a target. 
Since the maximum rate of increase is about twice the average 
value, the beam can be moved outward at the same rate given 
above. 

For some experiments it is desirable to slow down the 
rate of cleanup of the beam against a target as much as possible. 
This can be accomplished by a small change in the applied fre¬ 
quency. The longest output pulse obtained to date is about 50 
msec, representing 200,000 revolutions. An electronic particle 
detector, such as a telescope of two or more scintillation crystals 
with photomultiplier tubes, can be made to have a time resolu¬ 
tion of better than 0.25 microseconds, and therefore can resolve 
the individual pulses, if the coincidence counting and data 
storage systems can handle this rate. 

In other experiments extremely short beam pulses are 
desirable, such as those utilizing time-of-flight techniciues to 
observe very short lifetime processes. The shortest pulse 
possible by the method of contracting the beam against a target 
is about 0.1 msec. 

Targets can be located permanently a few inches from 
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the inner chamber wall. A small fraction of the beam may be 
lost against such targets during injection. At high energy the 
beam can be contracted to strike the target. The grazing inci¬ 
dence associated with the small contraction per turn means that 
each target is essentially a thin target, since it cannot be aligned 
with sufficient precision to have the beam miss on one turn and 
be completely within the target on the next turn. Small angle 
scattering in a thin foil extending beyond the face of the target 
results in free oscillations which produce a diffuse spot of several 
inches diameter at the target on the next impact. In this 
sense a thick target becomes effectively so on the second turn, 
for a fraction of the beam. 

A wire target has been used successfully without expanding 
or contracting the beam. This wire is mounted on a shaft 
above beam level which can be quickly rotated to turn the wire 
down into the center of the chamber. The beam is diffuse, 
about 2 in. across, and only a small fraction of the ions strike 
the wire in any one turn. When they do, the cross section for 
scattering is small, and the ions continue to be accelerated, 
ultimately striking the wire many times. In this way the small 
ware wall eventually cleanup the entire beam. The efficiency 
is estimated as 10 % 

Ram-in targets have been developed, which can be thinist 
into position well inside either the inner or outer wall of the 
chamber in a very short time, using pneumatic cylinders. The 
beam can then be contracted or expanded to hit the target. 

Regardless of the type of target used, a large fraction of 
the beam is scattered by sufficiently large angles to be thrown 
out against the chamber walls during the following turn. The 
resulting spray of radiation flies off the orbit tangentially, form¬ 
ing a narrow band on the horizontal plane, where it impinges 
against the shield or the walls of the room. The target area 
shows the highest intensity, but about half the radiation appears 
to be distributed around the rest of the orbit. 

The basic shield designed for the cosmotron is a stack of 
large concrete blocks of 8-ft radial thickness forming an arc of 
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about 120° around the machine centered on the target location 
and interposed between it and the control and observation areas. 
Four layers of blocks, each weighing 8 tons, form a shield 9 ft 
high, with the top layer overhanging the stack to form a sort 
of tunnel between the magnet and the shield. A layer of 
6-in. bricks is located between the two central layers of blocks, 
on the horizontal plane of the beam. Channels can be formed 
between bricks to transmit beams of radiation through the 
shield where desired. The attenuation of concrete for this 
high-energy radiation is measured to be a factor of 10 for each 
3.6 ft. The total attenuation factor for the 12-ft tangential 
thickness of the shield is about 4 X 10”"*. 

Scattered radiation of much lower energy than the pri¬ 
mary beam from the target comes from degradation and back 
scattering. Only a rough estimate of its intensity was possible 
in advance, and no shielding was designed specifically for this 
component. As a consequence of the high beam intensity ob¬ 
tained, the scattered radiation was somewhat excessive in the 
areas adjacent to the targets. Additional overhead shielding 
of 2-ft concrete beams spanning the target straight section has 
reduced the scattered intensity to acceptable levels. 

Electronic detection systems have specialized in the use 
of crystal scintillation counters, arranged in telescopes, with 
coincidence pulses to detect the charged particle products of 
reactions. With these instruments x-meson interactions have 
been studied from 200-Mev to 1.5-Bev meson energy, and for 
both positive and negative x-mesons. 

Fast neutrons emerge tangentially with energies up to 
the maximum proton energy. Also, many low-energy neutrons 
are observed, in the energy range around 0.5 Bev, probably the 
products of star formation. 

Meson intensity is about 10 per square centimeter per 
pulse outside the 8-ft concrete shield, adequate to analyze into 
energy bands of about 100-Mev wndth for the study of meson 
processes as a function of energy. Both positive and negative 
mesons are available in the direct beams from a target (at a 
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Alternating Gradient Focusing 


7.1 Tile Stability Principle 

The magnetic fields used to guide particles in existing 
accelerators are arranged to provide focusing forces by using 
a small radial decrease in field, as described in earlier chapters. 
The exponent defining the radial gradient is in the range 0 < n 
< 1, and the resultant focusing in the vertical and radial coordi¬ 
nates is weak, as illustrated by free oscillation wavelengths 
which are in all cases longer than the circumferential length of 
the orbit. This is the maximum amount of magnetic focusing 
possible with fields in which the magnetic gradient is uniform in 
azimuth. 

A new principle of alternating gradient (or strong) focus¬ 
ing was discovered in the summer of 1952 at the Brookhaven 
National Laboratory by Courant, Livingston, and Snyder.^® 

About six months after the original article was submitted 
to the Physical Review for publication, it was called to our 
attention that Mr. Nicholas Christofilos, an electrical engineer 
from Athens, had made a study of resonance accelerators which 
included the alternating gradient principle. His privately 
printed report “Focusing System for Ions and Electrons and 
Application in Magnetic Resonance Particle Accelerators” is 
dated 1950. It is clear that Mr. Christofilos deserves credit for 
the earliest enunciation of the principle. It is also true that 
the work reported in reference 38 was independent. 

Strong focusing involves the use of very much larger radial 
gradients in the field, of which n is of the order of hundreds or 
thousands instead of less than unity. These strong gradient sec¬ 
tors are alternated so as to be directed radially inward and radi- 
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ally outward in succession around the orbit. Qualitatively, each 
is a magnetic lens which is converging in one transverse coordi¬ 
nate and diverging in the other. The continuous sequence of 
alternately positive and negative lenses, for both coordinates, 
results in convergence for both radial and vertical displacements. 
Particles perform oscillations about the equilibrium orbit of 
much higher frequency and much smaller amplitude than in a 
field of smaller, uniform 7^-value. The vacuum chamber can 
be much smaller, and the dimensions of the magnet to produce 
the field are reduced to about one-fifth or one-tenth. The 
volume and stored energy of the field are also reduced by large 
factors. So the cost per unit length of the magnet to provide 
the guide field and the cost of its power supply are greatly 
reduced. Magnets of much larger orbit radius, capable of ac¬ 
celerating particles to much higher energy, become economically 
feasible. 

The discovery of alternating gradient focusing was pre¬ 
cipitated by a proposal by Livingston that, in higher-energy 
machines of the cosmotron t 3 rpe, the C-shaped magnets should 
be placed around the particle orbit facing alternately inside 
and outside. By this means, effects of back leg saturation and 
fringing on the shape of the field in the magnet gap could be 
made to average out, Avith a resultant larger and more usable 
magnetic aperture. However, to correct extreme variations in 
fringing field and saturation effects, which involve positive n- 
values for the sectors facing outward, the inward-facing sectors 
would need to have negative values of n. Before such an ar¬ 
rangement could be utilized, it was necessary to determine the 
effects of alternately positive and negative n-values on orbit 
stability. A preliminary theoretical analysis by Courant led 
to the (then) surprising result that the stability of free oscilla¬ 
tions was much improved by such alternating gradients. Fur¬ 
thermore, Snyder soon pointed out that this was an example of 
a more general principle—^that of the dynamic stability derived 
from rapidly alternating forces in many mechanical, optical, 
and electrical systems. 
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An understanding of this general stability principle can be 
obtained by considering first some of the simpler mechanical 
and optical applications. For example, an inverted pendulum is 
obviously unstable under static forces. It will fall over to one 
side witl:^ an infinitesimal displacement from the vertical. How¬ 
ever, if the base of the pendulum is oscillated rapidly up and 
down through a short stroke, the }>endulum becomes stable in 
the vertical position for several bands of oscillation frequencies 
above a minimum or threshold freciuency. A theoretical analy¬ 
sis of the motion of such an inverted pendulum is given by 
Jaeger.^^ The result is given in the form of the Mathieu equa¬ 
tion as; 



rt 


« 2 
Geo 

—V- cos oot 


e 


= 0 


(7-1) 


where g/I is the ratio of the acceleration of gravity to the length, 
a/l is the ratio of oscillation amplitude to length, co is the angular 
fi'equency and 6 is the angular displacement. The plus and 
minus signs represent the upward and downward direction of 
motion of the oscillating base. Solutions to the Mathieu func¬ 
tions show bands of stability in co separated by narrow unstable 
regions. 

Another mechanical system which is frequently used as a, 
model to illustrate the stability principle is the alternating 
trough. It is clear that a ball will roll along a concave-upward 
trough, and that any deviations in direction will be corrected. 
It is eciually clear that a ball will roll off the side of an inverted 
or convex trough. In the intermediate case of a flat plane the 
result depends solely on the precision of aiming. The alter¬ 
nating trough is formed of successive, equal-length sections of 
concave and convex trough, with the centerlines of all sections 
at the same level and forming a straight line, and with smoothly 
molded transition sections between. For a given geometry 
(radius of curvature of the trough, length of sections and separa¬ 
tions) iliere will be a range of velocities within w^hidi a ball 
rolling along the trough will perform stable oscillations with a 
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limited maximum amplitude. The stability range can be dem¬ 
onstrated by rolling the ball from different heights down an 
inclined plane to give it a start at one end. The oscillations 
are periodic but not harmonic. The shape of the trajectory is 
a complicated curve which repeats itself periodically, the wave 
form depending on the phase of the motion relative to the 
trough periodicity. Even rather wide deviations in the angle 
of injection of the ball at the start result in paths which stay 
within the trough, for the correct velocity. The paths are quite 
similar to the orbits of a particle in an alternating gradient ac¬ 
celerator, if they were to be unrolled into a straight line. 

This same type of stability is illustrated in lens optics. 
Consider the well-known equation for computing the overall 
focal length F of two thin lenses of individual focal lengths, 
/i and / 2 , which are separated by a distance t: 


^ _L ^ 

^ /l /2 /1/2 


(7-2) 


If we take focal lengths of equal magnitude, but with one con¬ 
verging and one diverging, we have /2 = —fi , and we find: 


= I / TA (7-2a) 

The combined focal length is positive (converging) for such, a 
pair of lenses. A similar result is obtained if the lenses are 
thick when the spacing between them is suitably defined as the 
distance between principal planes. It can be shown, further¬ 
more, that a continuous sequence of positive and negative lenses 
of equal focal length will be converging, since it is the equivalent 
of a sequence of convergent pairs. This sequence will be con¬ 
vergent if the separation between focal planes of successive 
lenses d is in the range —2F < d < 2F. A modification of this 
principle is used in the design of periscopes. 

Still more infoimation can be obtained from the optical 
analogy. With a sequence of alternately positive and negative 
optical lenses the rays traverse the converging units at the 
greatest distance from the axis. This is often phrased in optics 
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by the statement that the positive lens is the aperture stop. 
The angular deviation of a ray in traversing a lens is propor¬ 
tional to the distance from the axis. So the deviation in the 
convergent components will exceed that in the divergent ones. 
This argument leads to the general conclusion that an alternat¬ 
ing sequence will be convergent for spacings in which the ray 
being considered does not cross the axis. 

7.2 The A-G Magnetic Lens 

We now return to the problem of magnetic focusing. 
A single region of inhomogeneous magnetic field which produces 
convergence of an ion beam in one plane will cause divergence 
in the plane at right angles. In other words, a field which has 
a field gradient, dBy/dz in one plane has a gradient, dB^/dy in 
the same plane which is directed normal to the first. The di¬ 
rection of this associated gradient is such as to produce a fo¬ 
cusing effect opposite in sense to that of the first field. 

For our purpose, and in order to analyze the effects most 
simply, it is helpful to assume that the two transverse gradients 
are equal in magnitude: dBy/dz = dB^/dy = k. This situation 
exists in a field for which the components are given by Bx = 0 
(particle direction along the x-axis), By = kz, and B^ == ky. 
Such a field can be obtained by shaping the pole faces as rec¬ 
tangular hyperbolas, illustrated in Fig. 7-1; the four symmetrical 
poles are arranged to be alternately N and S poles. To the 
extent that the pole faces remain magnetic equipotentials, the 
field gradients are of equal magnitude and are uniform through¬ 
out the entire volume between poles. The field is zero along the 
aj-axis in such a 4-pole magnet and has opposite directions on 
either side of the center point. It is clear that, in one transverse 
coordinate, deviant particles will be focused about the x-axis. 
Straightforward application of the vector rule for direction of 
the force on a moving charged particle in this field will show 
that particles will be defocused in the other transverse co¬ 
ordinate. 

A single, short section of field between poles of a 4-pole 
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magnet of length I will act as a convergent lens in one plane, 
with a focal length / measured from a principal plane located 
at a distance inside the physical boundary of the field. The 
lens will be divergent in the other transverse plane, ^^ith the 
same focal length (but negative) measured from an equivalent 
principal plane. To maintain the optical analogy, it is useful 
to express these distances in terms of the magnetic properties 
of the field and the properties of the beam of particles. 

The equations of motion in the transverse coordinates are 
given by: 


dV , 

dx^'^ 

1 dB^ 
BR dy ^ 

= 0 

or 

(7-3a) 


1 dBy _ 

= 0 

dd'z 


dx^ 

BR dz ^ 


(7-3b) 



Fig. 7-1. Four-pole magnet providing uniform 
magnetic gradients in both transverse coordinates. 
The pole faces are shaped to a rectangular hyperbola. 
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The constant, K = (l/BR)(dBz/dy), can be expressed in words 
as the field gradient divided by the momentum per unit charge, 
since mv/e = BR for a particle moving in a circular orbit in a 
magnetic field. These equations can be solved for the tra¬ 
jectory of the particles to give the focal constants of the lens 
described above as: 


_ 1 - cos 

^ 1 / 2 / 

/ = _i_ 


(7-4) 

(7-5) 


To continue the analysis, a compound lens which is con¬ 
vergent in both transverse planes can be formed of two units 
in sequence, with the second rotated 90® relative to the first. 
We use Ki and K 2 for the lens constants and h and I 2 for the 
lengths of the two units, with a physical spacing d between 
them. Inserting the values above in Eq. 7-2, we find the 
overall focal length of the pair of units to be given by: 

Kl'^ sin Kl'% cos Kl'% + Kl'" sin Kl% cos Kl‘\ 

(7-6) 

- dKl'^Kl'^ sin Kl% sin Kl% 

For a simple example we choose two identical lens units, 
with K2 = —Ki = K and h = k = L In this case the equation 
for focal length reduces to: 



4 = (sin cosh. - sinh cos 
F (7-7) 

-1- dK"' sin sinh K'-'h) 

The condition that the lens system be convergent is that the 
argument be positive and not greater than some value ap¬ 
proaching TT, depending on the magnitude of the separation dis¬ 
tance d. Thus, the lens can be designed for any desired focal 
length by suitable choice of and d. In this simple case 
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where and I’s are equal, the focal lengths are equal for dis¬ 
placements ill both the xy and xz planes, as becomes evident 
when — iT is substituted for K in Eq. 7-7. However, the 
locations of the principal planes will differ, depending on whether 
the initial action is converging or diverging. This leads to an 
astigmatic image in the simple case assumed- The astigmatism 
can be corrected, and the two focal planes superimposed, by- 
slight modification of the parameters, such as making I 2 < h 
or by operating with a K 2 slightly smaller in magnitude than Ki , 
which can be obtained by decreasing the flux density and hence 
the field gradient in the second unit. The double focusing of 
the compensating lenses is illustrated in Fig. 7-2, showing 
alternatively divergent and convergent forces in the two sections. 

A lens to serve the above purpose can be built of two 4- 
pole magnets units with hyperbolic pole faces. The spacing 
between units can be reduced to that necessary to accommodate 
the magnet windings. The effective aperture of such a lens is a 
circle of diameter D = V2a, where a is the spacing between 
centers of the hyperbolic poles. 

A simpler relation for computing focal lengths can be ob¬ 
tained from Eq. 7-7 by expanding in terms of the arguments and 



Fig. 7-2. Double focusing by a pair of matched magnetic lenses, 
in which the sense of the magnetic gradients is reversed. 
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using only the first significant terms: 

+ d] (7-8) 

As a numerical example, let us design a lens to focus pro¬ 
tons of 4-Mev energy, which have a momentum BR of about 
10^ gauss-inches, with a magnet in which the aperture a is 2 in. 
and the maximum field across this 2-in. gap is 10 kilogauss. 
The field gradient dB/dy — dB/dz — 10'^ gauss/inch. So the 
constant 7 il = 0.1. If we choose — 7r/4 and a spacing d 

of 2 in., the length of each magnet unit I is 2.5 in., the total 
length is 7 in., and the focal length computed from Eq. 7-8 is 
4.4 in. Choice of a smaller value of will lead to shorter 
magnets and longer focal lengths. The focal spot can be made 
anastigmatic by varying the exciting current in one of the units 
relative to the other. Longer focal lengths can be obtained by 
reducing the current in both windings. The astigmatic property 
of the lens can be utilized in special cases such as focusing the 
emergent beam from a cyclotron, which usually is narrow in the 
vertical direction and broad radially, and is itself astigmatic, to 
obtain a point focus. 

Electric fields can also be used to produce the alternating 
gradients, as was pointed out by Blewett*^*^ in a companion paper. 
Uniform and equal electric field gradients can be produced be¬ 
tween four electrodes which are sections of a rectangular hy¬ 
perbola, in which the electrodes are connected alternately to 
potentials of V and — V. The electric field between electrodes 
has the same pattern as the magnetic field in the 4-pole magnet, 
and the forces on a moving charged particle lead to convergence 
in a plane at 45° to the hyperbolic axes and divergence in the 
perpendicular plane. I^et the gradients be given by dE^/dy = 
dEy/dz, and let the velocity of the particle (in the n:-direction) 
be V. The properties of the lens will be given by substituting 
(1/v) dE/dy for dB/dy and (l/v) dE/dz for dB/dz in the mag¬ 
netic lens formulas. The momentum per unit charge {BR in 
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the magnetic case) is given in terms of the kinetic energy T 
and rest energy Eo, as: 

mv/e = T{T + 2Eaf'^/ce (7-9) 

A handy rule-of-thumb in the mks system of units is that the 
numerical magnitude of electric field gradient must be 300 times 
larger than that of the magnetic field gradient to produce the 
same focal properties. 

Some of the most useful applications of tbe alternating 
gradient focusing principle are in the use of such two-unit lenses 
to focus beams of particles in the laboratory. A simple demon¬ 
stration can be arranged with a cathode ray tube by mounting 
two sets of 4-pole coils on the neck of the tube (with or without 
iron cores) and adjusting currents and coil orientations to 
produce a point focus on the screen. 

7.3 The A-G Synchrotron 

A sequence of alternately converging and diverging mag¬ 
netic lenses of equal strength, properly spaced around an orbit, 
can be arranged to provide strong restoring forces for displace¬ 
ments in position or angle within the orbit. This strong focusing 
leads to free oscillations of higher frequency, shorter wavelength, 
and smaller amplitude than for a synchrotron with uniform field 
gradient. Synchrotron oscillation amplitudes for a given mo¬ 
mentum displacement are also reduced, which allows the use 
of much smaller size vacuum chambers and of smaller and 
cheaper magnets to produce the guide field. 

The magnitude of the focusing forces is directly related 
to the magnitude of the field index, n = (—r/B)(dB/dr) winch 
can be made very large if alternating gradients are used to 
produce stability. Let the circular orbit consist of N sectors of 
equal length with different values of field index, ni (positive) 
and uz (negative) in alternate sectors. The eqxiations of verti¬ 
cal and radial oscillations (See Eqs. 2-18, 2-20 in Chap. 2) are 
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then: 





= 0; 

f;+»- 

0 

II 

I 

(odd sectors) 

(7-lOa) 

cfz, _ 

“b 1^2^ = 0; 
dd^ 


I 

II 

0 

(even sectors) 

(7-lOb) 


Solutions can be obtained by the use of recursion formulas, and 
are of the form: 

Z* = and m (7-11) 

where the coefficient jUg is given by: 

^ 27rn2^^ 

cos 27riiz = cos-1^7— cos- 

N N 

1/2 1/2 

fll “{“ fl2 • 2x72-1 . 2x72-2 

2{nin2y^^ N N 

The coefficient /Xr is given by the same expression, with 72i and 
722 replaced by (1 — rii) and (1 — 222 ) respectively. If the motion 
is to be stable for both radial and vertical displacements, the 
limits are established by the conditions: 


— 1 < cos2xjUs <1, — 1 < cos2xjUr < 1 (7-13) 

These limits have been plotted in Fig. 7-3 for very large values 
of the 72’s and of N, and the coordinates are given in terms of 
rii/N^ and n^/N'^ The range of stable values of n is widest 
when N is large and when 222 = —ni, and the center of the region 
of stability (cos 2x/x = 0) occurs for: 

1721 = ivVie (7-14) 

The early results'^^ described above led to the hope that a 
broad region of stability would be available, and that the pre¬ 
cision in magnet construction required for uniform gradient 
synchrotrons might be side stepped by use of this principle of 
strong focusing. However, further and more detailed con- 
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Fig. 7-3, Stability diagram for an ideal alternating gradient 
accelerator. Coordinates are in terms of n/N^ where n is the w-value 
and N is the number of focusing units around the orbit. 

siderations have modified this hope. J. D. Lawson and F. K. 
Go ward at the Atomic Energy Research Establishment at 
Harwell, England, who were investigating the possiliility of 
using this focusing principle for the CERN (Western Bluropean 
Laboratory) high-energy accelerator, pointed out the problem 
of resonance buildup of oscillation amplitudes possible if the 
frequency of betatron oscillations is an exact multiple of the 
frequency of revolution. If so, the betatron oscillations woiild 
repeat in phase in successive revolutions. Any azimuthal in¬ 
homogeneity, such as would result from slight misalignment 
of a magnet sector or a distortion of the magnetic field, would 
excite oscillations of linearly increasing magnitude. Calcula- 
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tions show that an error of 0.01 in. could lead to loss of the beam 
in less than ten revolutions, if the frequencies were in resonance, 
for the machine described in the early publication. 

The number of possible resonances within the stability 
range depends on the number of betatron wavelengths around 
the orbit. This, in turn, depends on the rt-value and the 
number of sectors N. For the large values of n and N originally 
conceived, the frequency of betatron oscillation was about 50 
times the orbital frequency, so there would be 50 betatron wave¬ 
lengths per revolution. In order to stay safely between reso¬ 
nances it would be necessary to maintain the n-value constant 
to within ±0.5%. Furthermore, unstable stop-bands exist 
around half-integral values of the number of betatron wave¬ 
lengths, which lowers the precision requirement to below 
±0.25%. Such considerations have resulted in reducing the 
values of n and JSF which can be used in the alternating gradient 
synchrotron. 

When the stability diagram is drawn for finite values of n 
and Nj with the resonances and stop bands inserted, we find a 
small but adequate “diamond” representing the allowed varia¬ 
tions. This is illustrated in Fig. 7-4, taken from the Cambridge 
Design Study,^® based on an n-value of about 310 with W = 48 
double sectors, which results in there being about 7 betatron 
wavelengths per turn around the orbit. The allowed variation 
in n-value to stay within the stability diamond is about ±3 %, 
a value which can be attained in practice if suitable compensat¬ 
ing lenses and windings are used. Such a proposed design is 
based on the concept of maintaining uniform magnetic gradients 
and n-values in the alternating sectors. The design studies 
described below use this principle of uniform gradient across the 
aperture. Theoretical treatments involve only linear terms for 
such a field. 

Other theoretical studies are in progress analyzing the 
nonlinear effects to see whether a field that is deliberately shaped 
to have a gradient which varies across the aperture would result 
in stable orbits. Preliminary results suggest that under ceidain 
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Fig. 7-4. Stability diagram for a practical alternating gradient 
synchrotron including the effects of errors and inhomogeneities. Orbital 
resonances and stop bands are indicated by the diagonal lines for a 
particular case. 

conditions such nonconstant gradients might be helpful in 
reducing the buildup of oscillation amplitudes due to resonances 
of the type described above. If these results prove valid, pole 
faces could be shaped differently, and the limitations on the 
stable region described above might be lifted. 

Synchronous stability is maintained in the alternating 
gradient machine. The modification is that the relation be¬ 
tween particle energy and the circumference of the equilibrium 
orbit is changed. If the momentum of a particle differs from 
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Fig. 7-5. Orbits for particles deviating from equilibrium energy. 

its value at the central circular orbit, the new equilibrium orbit 
is no longer a circle, but is a periodic alternation of harmonic 
and hyperbolic functions superimposed on a circle of different 
equilibrium radius. The orbits for higher-energy and lower- 
energy particles than those at the central orbit are illustrated 
in Fig. 7-5, in which the curvature of the central orbit is neg¬ 
lected so that it appears as a straight line. The dotted lines 
through the displaced orbits represent their mean radial posi¬ 
tions. If the gradients in the two sectors are equal and oppo¬ 
site, the average field along these dotted lines is' the same as 
that of the central orbit. Flowever, the average field along the 
actual displaced orbit for the upper curve (energy excess) is 
higher than that of the dotted line in both sectors, and smaller 
in both sectors for the lower orbit. The circumferential path 
length for the higher-energy particle is also longer than that of a 
true circle. Accordingly, the spread in mean oibit radius asso¬ 
ciated with a spread in momentum is smaller for the alternating 
gradient fields. 

The compaction of orbits described above can be repre¬ 
sented by the relation between the fractional change in orbit 
circumference and the fractional deviation in momentum: 

Ap 
= a —^ 

V 


AL 
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(7-15) 
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For our special case, with n-i 
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(7-16) 
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At the center of the stability range, where n = A^Vl6, this 
expression reduces to: a = 4.85/|n|; a = 0.01, for example, 
for n = 485. For the conventional synchrotron, on the other 
hand, a — (1 — n)~^ ^ 2.5. 

Synchronous stability is governed by the change of the 
period of revolution with momentum. This change can be 
expressed in terms of the change in orbit circumference AL and 
the change in velocity Av, as: 

— (7-17) 
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In the standard synchrotron, with small and uniform n, the 
quantity in brackets is always positive, since the relative increase 
in radius is greater than the relative increase in velocity. How¬ 
ever, with large gradients the quantity <x is small and the 
bracket is negative for values of E less than: 

= a/a(7-18) 


B, 


For E < Be the change in velocity exceeds the change in orbit 
radius, and the parti.c-les liave stable pliase oscillations on the 
rising side of the voltage wave, as for the synchronous linear 
accelerator. For E > Ea the normal type of synchrotron 
stability exists on the falling side of the voltage wave. 

At the phase transition energy Ec the period of revolution 
is independent of radius and of energy, and synchronous stability 
disappears. This is tlie (HUidition for (\yc.lotron resonance. At 
this point the frequency of synclironous oscillation drops sharply 
to zero. In order to avoid loss of the beam at this phase transi¬ 
tion, the phase of the api^lied radiofrecpiency ac-celerating volt¬ 
age imist be shifted so tlie equilibrium phase angle for the 
particles moves from the rising to the falling side of the voltage 
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wave, a phase jump of about 120°. Electronic devices to pro¬ 
vide such a phase jump are practical, and most designers believe 
that the beam will traverse the phase transition without serious 
loss. 

Phase oscillation frequency is given by: 


2. 
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eV cos 
2TrEc 




cx 


E, 

E. 


2-|l/2 


(7-19) 


where coo in this case is the relativistic maximum particle orbital 
angular frequency, V is the peak rf voltage, i/'o is the stable phase 
angle (usually chosen as about 30°) and h is the harmonic order 
of the applied rf frequency relative to orbital frequency. The 
value of this phase oscillation frequency varies from about 
0.0l/o at the start to 0.0003/o at maximum energy, varying 
somewhat with the individual parameters of a particular 
machine. 

Phase amplitude depends on the stable phase angle. If 
this angle is very small, with the average acceleration small 
compared with the peak applied voltage, the stable range is 
nearly 27r radians. If the applied voltage is twice the average 
value required for acceleration, the stable phase angle is 30°. 
At 30° the acceptance is about 1.1 tt radians, so slightly over 
half of a uniformly distributed ring of ions in the orbit will be 
captured and set into phase oscillations. Phase amplitude is 
damped during acceleration, by a total factor of about 4, so 
the applied voltage excess can be decreased (stable phase angle 
increased) during the later portions of the acceleration cycle- 


7.4 Design Studies for Multi-Bev Accelerators 


The rediKition in magnet cross section and power require¬ 
ments possible by use of the strong-focusing principle makes it 
economically feasil)le to build much higher-energy accelerators 
i n tlie same cost range as the cosmotron and bevatron. Present 


estimates suggest that machines with 5 times the energy of the 
existing proton synchrotrons can be built for about the same 
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cost. Further developments may make it possible to reach the 
50- to 100-Bev range eventually. 

Design studies in progress cover a vide energy range. The 
electron synchrotron at Cornell University is being rebuilt with 
smaller magnets and larger radius to produce 1- to 2-Bev elec¬ 
trons. Alternative sets of pole tips are planned for a uniform 
gradient machine similar to the cosmotron but with much re¬ 
duced apertures, and alternating gradient pole tips to test the 
new principle. The Saclay Laboratory of the French Atomic 
Energy Commission is planning a 1.5-Bev proton A-G accelera¬ 
tor to test the principles and as a model for higher-energy 
machines. 

A design group from the staffs of Harvard University and 
Massachusetts Institute of Technology in Cambridge, Massa¬ 
chusetts, has completed the preliminary design^® for a 10- to 
15-Bev proton accelerator. This energy is 5 times higher than 
the cosmotron maximum and would be in a scientifically in¬ 
teresting range. More recently this group has prepared a design 
study for a 5-Bev electron synchrotron. Another design group 
at Princeton University is investigating alternative principles of 
magnet design to produce focusing and of techniques for radio¬ 
frequency acceleration, also in the 10- to 15-Bev energy range. 

The European Council for Nuclear Research (CERN) is 
making plans for an alternating gradient proton synchrotron of 
about 25 Bev, to be located in the new laboratory to be built 
near Geneva. In the preliminary phase of design, groups were 
active in Bergen, Copenhagen, Paris, the Harwell AERE Lab¬ 
oratory in England, and in several other European scientific 
centers. Dr. Odd Dahl, of Norway was the director of this 
design study. As of October, 1953, the staff began to assemble in 
Geneva, at the Institute of Physics of the University of Geneva, 
to prepare designs for the new laboratory. This effort repre¬ 
sents a most promising opportunity for international scientific 
cooperation, and the results will be awaited with interest. 

At the Brookhaven National Laboratory, where the prin¬ 
ciple of alternating gradient focusing was initiated, an intensive, 
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long-range program of design has been started. A new division, 
the Accelerator Development Division, which utilizes the ex¬ 
perience of many of the cosmotron designers, has been formed 
under the supervision of Dr. L. J. HaAvorth, Director of the 
Brookhaven National Laboratory. The final energy goal has 
been chosen to be in the range of 25 to 35 Bca^ The United 
States Atomic Energy Commission has recognized the impor¬ 
tance of the high-energy particle field by subsidizing the design 
studies at Brookhaven, and also those at Cambridge and Prince¬ 
ton. 

A strong interest in an alternating gradient accelerator has 
also developed in the midwestern United States, among repre¬ 
sentatives of the Universities of Chicago, Illinois, Michigan, 
Wisconsin, Minnesota, Iowa, Iowa State, Indiana, and the 
Argonne National Laboratory. Design and organizational plan¬ 
ning is in the early stages, with an indication that the desired 
energy will be in the 20-Bev region. 

This wide interest and high level of activity in design sug¬ 
gest that a new category of accelerators of much higher energy 
than achieved to date is to be expected. 

The several design studies have already resulted in a few 
attempts to anticipate the engineering problems of construction 
and to predict dimensions and other basic parameters. The 
most detailed of these design studies is by the Cambridge group 
for a 15-Bev accelerator.^^ More general studies at Brookhaven 
have been used to estimate construction costs for machines of 
1-, 20-, 30-, 50-, and 100-Bev energy. Tentative parameters 
have also been computed by the CERN group for 25 and 30 
Bev. None of these has yet been finalized by detailed computa¬ 
tions or engineering design, and many changes can be anticipated 
before construction begins. However, certain common features 
and general conclusions are becoming evident. These can be 
illustrated by the listing of tentative design parameters for a 
5-Bev electron accelerator prepared by the Cambridge group 
and a similar list for a 30-Bev machine prepared at Brookhaven. 
These are given in Table 7-1. 
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Table 7-1. Design parameters for alternating-gradient accelerators. 

5 Bev 30 Bev 
electrons protons Units 


Orbit radius 
Maximum field 
Number of magnet unit cells 
Number of straight sections 
Magnet sector length 
Straight section length 
Circumference of magnet circle 
Radius of magnet circle 
Magnet gap, central orbit 
no-value, central orbit 
No. oscillations wavelengths/turn 
Injection energy 
Injection magnetic field 
Injection frequency of ions 
Maximum frequency of ions 
Radiofrequency harmonic order 
Applied rf frequency, injection 
Applied rf frequency, maximum 
Magnet rise time 
Volts/turn for acceleration 
Pulse repetition period 


68.3 

260. 

ft 

S.O 

13.0 

kilogauss 

24. 

60. 


48. 

120. 


8.7 

13.3 

ft 

4.2 

5.0 

ft 

662. 

2190. 

ft 

99. 

360. 

ft 

2.0 

3.5 

in 

103. 

484. 


5.2 

8.75 


20. 

50. 

Mev 

32. 

133. 

gauss 

1.6 

0.14 

Me 

1.6 

0.45 

Me 

64. 

24. 


102. 

3.4 

Me 

102. 

10.8 

Me 

1/120 

1.0 

sec 

,640. 

81. 

kv 

1/30 

3.3 

sec 


7.5 Principles of Design 

Many new concepts and unusual features are involved in 
the design of these alternating gradient machines. The large 
orbits, with the small cross section magnets, will be best housed 
in a doughnut-shaped building rather than in the traditional 
large room or vault. The shielding problem for the extremely 
high-energy and penetrating radiation in the horizontal plane 
can be answered by having this building in the form of an 
underground trench or tunnel. Adequate shielding over the 
trench will absorb the lower energy scattered radiations. Since 
it will no longer be possible, or desirable, for the operator’s 
control console to overlook the machine, it can be located at any 
convenient central place, with provisions for full remote control. 
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FEET 

Fig. 7-6. Tunnel building for an alternating gradient synchro¬ 
tron (proposed design). 


A sketch of such a tunnel building is illustrated in Fig. 7-6, taken 
from the Cambridge Design Study. 

The many duplicate magnet units, each of relatively small 
size, allow the use of efficient machine jigs and assembly line 
techniques in manufacture. The small size of most compo¬ 
nents, relative to other large accelerators, reduces the handling 
problem. Engineering development of a single prototype unit, 
with commercial production of the many duplicate units re¬ 
quired, should result in a high equality of performance. The 
problems of maintenance and repair are simplified by the con¬ 
cept of replaceable units. Scheduled sequential servicing of the 
components, such as vacuum pump systems, is practical, to 
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reduce time lost for maintenance. In many ways this type of 
accelerator although large and expensive because of the large 
orbit radius, will be simpler to design, test and operate than the 
earlier machines using larger single components. 

Magnet design is developing toward a simple C circuit 
with short, tapered poles, a return leg on one side only (to allow 
access for installing the chamber and egress for particle beams 
from a target), and copper coils of large cross section closely 
spaced about the gap. It can be illustrated by the sketch in 
Fig. 7-7 taken from the Cambridge Design Study. Pole tips 
are shaped closely to a rectangular hyperbola to give a uniform 
gradient over the aperture enclosed by the vacuum chamber, 
alternated right-to-left in successive lens units around the orbit. 



Eig. 7-7. Sketch of magnet cross section for an al¬ 
ternating gradient synchrotron, showing the small vacuum 
chamber. 
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The hyperbola constant and the location of the hyperbolic axis 
are computed to give the designed no-value. Since this no-value 
is somewhat smaller than those originally proposed, in order 
to obtain wider spacings between resonances, the hyperbolic 
pole faces are flatter, and the variation in gap length across the 
gap is smaller. A valuable consequence of this trend in design 
is that saturation of the pole tips, starting first on the short-gap 
side, is less pronounced, and corrections will be simpler. The re¬ 
quired precision in shaping the pole faces is of the order of 0.5 %, 
and the uniformity between sectors is of the same order. A 
careful stacking and sorting procedure for the many plates of 
iron (to limit eddy currents) will be necessary to average out 
magnetic inhomogeneities. To achieve this precision each sec¬ 
tor of the magnet could be assembled and welded into a struc¬ 
tural unit before machining. 

The number of magnet sectors and the arrangement of 
straight sections involves a numerical analysis which is the basis 
of the design. These numbers, combined with the ?io-value, 
determine the number of betatron oscillations around the orbit. 
In order to avoid orbital resonance, this number of betatron 
wavelengths should be nonintegral, and non-half-integral. 
(Note the choice of 5.2 and 8.75 in the table of parameters 
above.) The number of straight sections must be adequate to 
contain all necessary rf accelerating units, correcting magnetic 
lenses, the injector, targets and pickup electrodes. However, it 
should not be excessive and add length to the orbit unneces¬ 
sarily. 

The length of each magnet sector should not exceed that 
for which practical and economical means of assembly and 
machining are available. Straight section length must be ade¬ 
quate to install the necessary devices, particulaiiy the rf aci- 
celerating units, but not so long as to increase the amplitudes 
of the betatron oscillations significantly. This increase in am¬ 
plitude is a minimum if straight sections are located in the (;en- 
ters of the magnetic focusing lenses, rather than between lenses. 
A simple explanation of this last statement comes from the op- 
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mensions. The magnetic field time cycle also influences the 
magnet power requirements. A suitable balance is required to 
minimize total costs. Present designs for proton synchrotrons 
use magnet rise times of the order of 1 sec and cycle repetition 
rates of 10 to 20 per minute, based on magnet power and rf power 
considerations. Volts per turn, V, are given by the relation: 

V = CrodB/dt (7-20) 

where C is the total orbit circumference including straight sec¬ 
tions, To is the central particle orbit radius within a sector, and 
dB/dt is the rate of rise of magnetic field. Table 7-1 shows the 
values obtained for the 30-Bev design. 

The principle of radiofrequency acceleration which offers 
the most promise is that of induction acceleration using ferrite 
cores surrounding the orbit similar to the system used in the 
cosmotron. Many identical rf units are planned, equally spaced 
around the orbit, operating on a suitable harmonic of the orbital 
frequency so the units can all be driven in phase. Total rf 
power requirements to obtain a given value of V are inversely 
proportional to the number of rf units. This large number of 
drive points is also useful in reducing the amplitude of synchro¬ 
tron oscillations. 

Two methods are available for driving the ferrite-loaded 
cavities. The untuned cavity, such as is used in the cosmotron, 
must be driven by a wide-band amplifier over the frequency 
range, and so should be nonresonant. The chief problem is the 
low impedance of such a system, and the large currents required 
for excitation, especially at the low frequency end of the cycle. 
The other method is to tune the cavity to resonance over the 
frequency range by controlling the permeability of the ferrite 
core by means of a dc bias which partially saturates the core. 
A tuned cavity has a higher impedance, can be driven by a 
closely coupled oscillator and has a high Q which multiplies the 
impressed voltage. Choice of the method and the rf techniques 
used depend on the frequency range, the voltage required and 
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other constants of the circuit, and forms an interesting problem 
in radiofrequency engineering design. 

Power rating and cost of the rf supply are steeply rising 
functions of the size and energy of the A-G proton synchrotron. 
This component may well be the economically limiting factor in 
extending energies toward the 100-Bev range 

The practical limit for A-G electron synchrotrons is the 
rapidly increasing cost of the rf s.ystem to supply radiation losses. 
The limit for standard synchrotrons using a single rf accelerating 
gap at about 2 Bev can be raised to as much as 10 Bev by using 
many phased rf units in the straight sections, to provide the 
much higher voltage per turn required. In the Cambridge de¬ 
sign presented in Table 7-1 the requirement is over 2.5 million 
volts per turn; it is achieved by using many (8 or 16) high-Q, 
resonant cavities operating at a high harmonic of the orbital 
frequency. At the designed energy of 5-Bev the cost of the rf 
system is not excessive, but this component will represent an 
increasing fraction of total cost as energy is increased. 

Other components of the machine become much simpler 
than for earlier accelerators. The vacuum chamber, for example, 
can be a thin-walled tube of oval cross section, with transverse 
dimensions of only a few inches. Such a chamber is illustrated 
in Fig. 7-7, taken from the Cambridge study. The volume of 
the system is small so relatively small pumps can be used, and 
vacuum sealing problems are greatly simplified. The thin- 
walled vacuum chamber also allows radiations from a target to 
emerge with minimum absorption. 


7.6 Conclusion 

The foregoing description of plans and designs is a first 
attempt to write a new chapter—the latest—in the story of ac¬ 
celerator development. This story is an exciting one for the 
nuclear scientist and the accelerator designer. Accelerator 
development has paced the meteoric expansion of the field of 
nuclear physios during the last 25 years. At times the progress 



150 


HIGH-ENERGY ACCELERATORS 


of a successful new theory would spur the development of 
higher-energy accelerators. At other times the experimental 
results obtained from a recently completed accelerator of record- 
breaking energy would stimulate new theoretical progress. This 
teamwork of experimental and theoretical science has resulted 
in an exponential increase in particle energy with time. 

Each class of accelerator has, in turn, gone through a 
phase of rapid expansion, from the early small machines built 
to test the principle and explore the problems of construction, 
to a maximum practical size, limited by some technical or 
economic barrier. Thus the electrostatic generator moved 
rapidly up to the 4-Mev limit set by electrical breakdown. The 
cyclotron blossomed from a laboratory curiosity to the powerful 
60-in. size in less than ten years, limited only by the relativistic 
increase in mass of the accelerated ions. The synchrocyclotron 
seems now to have reached an economic limit due to the gigantic 
size and the rapid increase in cost of the solid cored magnet 
for still higher energies. 

Just as one class of accelerator approached its practical 
energy limit, and progress seemed stalled, a new machine would 
be discovered raising the energy limits and starting a new chain 
of development. So we observe each type of accelerator holding 
the energy record for a time, only to be surpassed by the next. 
The sequence runs roughly through the Cockcroft-Walton volt¬ 
age multiplier, the electrostatic generator, the cyclotron, the 
betatron, the synchrocyclotron and synchrotron, the proton 
synchrotron, and now the alternating gradient synchrotron. 

This increase in energy of accelerators is illustrated in 
Fig. 7-8, in which points are plotted showing the development of 
each of the several classes of accelerators. The dates and 
energies are taken from the first published reports of reaching a 
new energy record in each case, often representing a delay of 
some months after the actual event. A logarithmic scale is 
used to compress the tremendous range in energy. On this plot 
it is possible to sketch an envelope curve representing the con¬ 
tinuing rise in energy with time. The most significant feature 
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Fig. 7-8. Exponential rise in energy attained with 
accelerators during the past 25 years. 

of the plot is the approximately linear slope of this envelope, 
which means that energy has in fact increased exponentially 
with time. The rate of rise is such that the energy has increased 
by a factor of 10 every six years, from a start at 100 kv in 1929 
to 3 billion volts in 1952. 

It is interesting to extrapolate this curve into the future, 
to predict the energy of accelerators after another six years. 
We have reason to hope that either the Brookhaven or the CERN 
A-G proton synchrotrons will have reached 25 Bev by that 
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time. Further extrapolation of this exponentially rising curve 
would predict truly gigantic accelerators which would exceed 
any possible budgets, even those of government laboratories. 
So we will postpone such speculation until the present machines 
can demonstrate their value to science. 

Those of us in the accelerator field are frequently asked, 
“When will this development of higher-and-higher-energy ac¬ 
celerators stop?” Yet it must be recognized that it is not the 
urge to higher voltage which inspires this growth, but the pres¬ 
sure of the continuously expanding horizons of science. As 
long as there are unsolved problems in Nature which might be 
answered by higher-energy particles, and as long as the scientific 
urge to know the answers continues, there will be a steady and 
persistent demand to develop the tools and instruments re¬ 
quired. 
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